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PREFACE. 



Now-a-days we are all railway travellers. Where- 
ever we may want to go, beyond the limited sphere of 
that sociable vehicle commonly called the "-'bus," we 
find we must take the "rail." A few years since, and 
it might be a matter of choice whether we would adopt 
the old and safe coach, or risk our bodies and limbs 
on the new fashioned railway. But this choice is no 
longer ours; and we can now select only between 
going by t€ rail" and stopping at home. 

This limitation in our resources of travel, however, 
has not really detracted from its safety : railway sta- 
tistics show how vastly the number of travellers has 
been augmented, while the dangers they incur have 
been reduced ; and we may now commit ourselves to 
the express train, at forty miles per hour, with infinitely 
far less risk of a broken neck than we could, forty 
years ago, mount the " Age" or the " Wonder," and 
follow its leaders at one fourth of that speed. 

Thus the Railway, and all things appertaining to it 
become interesting to the community generally ; — we 
admire the stupendous bridges, and the long perspec- 
tive of arches in the viaducts, revel in the stunning 
, sensation of passing through an iron pipe, or shut our 
eyes to the dismal gloom of the tomb-like tunnel, — the 

- 
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IV PREFACE. 

station becomes a pleasant scene of bustle and excite- 
ment, and the stoppage of ten minutes or less, gene- 
rously accorded at the refreshment department, seems 
a season of rest and enjoyment far more acceptable 
than would a whole week's revelry under less pressing 
circumstances. 

It is natural that the moving power of the train 
should elicit more wonder, and incite more enquiry 
than all the stationary grandeurs of the road over or 
under which it travels. A massive structure of ma- 
sonry, however great, looks as if belonging to its posi- 
tion, and might, for aught it suggests to the contrary, 
have grown into its place, or have for ever occupied it ; 
but a machine of metal fitted for motion, and capable 
of creating — and, with the simplest human assistance, 
of regulating — the power of self-motion, could never be 
mistaken for a fixture upon the site it may occupy; 
and inevitably suggests, even to the mind of childhood, 
* How does it move ?" 

To answer this question in a manner carefully devoid 
of technicalities, and at the same time to render com- 
plete general information to the popular student, are 
the purposes aimed at in the following little work, 
which it is hoped will be found fully instructive for the 
non-professional reader, and a solid foundation for the 
extended enquiries of those who desire further ac- 
quaintance with the theory and practice of locomotive 
steam machinery. 

London, December, 1855. 
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RUDIMENTARY TREATISE 

ON 

THE LOCOMOTIVE ENGINE 



A locomotive engine, followed by a train of carriages, 
always impresses the spectator as a remarkable exhibition of 
inanimate power. The familiar, but now ancient, spectacle 
of the mail coach, whirled along by its glowing team, was 
wont to excite admiration by its evidence of equestrian train- 
ing and discipline ; but the means of its movement were 
palpable, and reflection was scarcely prompted by the sight. 
Of two witnesses — one from the workshop, the other from 
the stable — the latter could probably the best appreciate 
the principles of the draught, and explain why the leaders 
and the wheelers were selected for their respective places ; 
but the sight of a complicated and apparently cumbrous 
machine, moving itself under the mere direction of a human 
driver, forcibly overcoming not only its own inertia, but that 
of the many heavy carriages and trucks which helplessly 
follow in its chains, is a demonstration of mechanical agency 
which, however often it may be witnessed, arrests the atten- 
tion in every instance, and leads the mind to contemplate the 
means employed, or to inquire what those means are. 

Let us become such inquirers, and endeavour to ascertain 
those means. We have just seen a friend " off by railway ;" 
and, having had to wait some time on the platform of the 
station, glanced at the hissing leader of the train, which by 
brazen plate proclaimed itself to be a " Hurricane," u Thun- 
derer," "Meteor," or other symbol of speed and power. 
While stationary, we noticed the engine had six wheels, — 
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THE LOCOMOTIVE ENGINE. 



perhaps all of one size — and having a long horizontal bar of 
metal outside the wheels attached to the spokes of the three 
wheels on either side, the wheels being thus connected or 
coupled together. Beneath the engine, a bright fire-light 
gleamed near the hinder end ; while, in front, puffs of steam 
were issuing and hissing with deafening noise. A variety of 
bars, rods, and other pieces of shining metal appeared to be 
fixed under the body of the machine ; but the arrangement 
was too complicated to allow us to trace the connection 
between these and the wheels ; and the belief in their utility 
was chiefly induced by seeing the engine-driver descend from 
his standing-place at the back of the engine, and caressingly 
wipe them with a handful of greasy rags. We noticed, how- 
ever, that the whole machine appeared externally to consist 
of three portions, of different shapes and sizes. The front 
part, on the centre of which the chimney or funnel was placed, 
was curved on the top, had straight sides and bottom, and was 
larger than the long middle or cylindrical portion of the engine; 
while the back portion was again of increased width, and 
seemed to descend nearer the ground than the front. A door 
in this part of the apparatus was opened by the driver's 
assistant, or stoker, who flung in two or three shovels of coals 
from the tender ; and we were thus prepared to understand 
the explanation of a bystander, that this hind part of the 
engine is called the fire-box. The central cylindrical part was 
also described to be the boiler, and the front portion the smoke- 
box. 

But the second bell rings; the passengers are all seated, 
and the carriage- doors closed ; the last shaking of hands has 
been hurried through an open window; the porters scour 
along the side of the train, and warn the friends on the plat- 
form to stand back ; the driver jumps into his place, and — 
while the stoker releases the break from the wheels of the 
tender — turns a small handle and sounds the whistle, and by 
the movement of other handles starts the engine. The puffs 
of steam from below cease, and the hissing is succeeded by a 
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sound as of a giant panting for breath. Presently, his metal 
lungs seem forced into action, and the laboured sound gradu- 
ally quickens into a Tapid throb that dies away in the distance, 
like the pulsations of Hercules borne on the wings of the 
wind. 

From the platform, let us turn to study the internal mechan- 
ism of the engine. 

We all know, to begin with, that the machine is impelled 
by steam, which it produces within itself, being fed at inter- 
vals with the two ingredients of fuel and water from the 
tender. The former we have seen supplied by the stoker with 
a shovel ; the latter is administered directly from the tender 
through a pipe, which is aptly termed the feed-pipe. We all 
know, also, that when water is so heated as to become steam, it 
expands in bulk and thus produces motion, which the engine 
converts to an useful purpose. In this elementary view, we 
are aware that all steam engines resemble each other, whether 
in the ponderous forms of marine engines, working paddles 
or giving revolutions to screws ; of stationary engines, pump- 
ing up water for supplying towns and cities, or actuating 
the elaborate mechanism of manufactures; or of locomotive 
engines, drawing trains of enormous weight on iron roads at 
velocities which, in the times of mere animal agency, would 
have been deemed chimerical, if not fabulous. 

Portable machinery, however, always involves considerations 
which do not arise in the designing of stationary apparatus. 
Thus, locomotive engines are limited in external dimensions and 
in gross weight ; while for fixed engines the size and the weight 
are points rarely taken into account. In locomotives, more- 
over, it is necessary to provide the most extended space for 
the operation of heat for the production of power ; and thus, 
while a large boiler and a single internal tube are admissible, 
and sufficient for generating steam for a stationary engine, 
a small boiler is imperative in a locomotive, and the required 
heated surface for the rapid creation of steam is obtained by 
introducing within the boiler a large number of small tubes. 

b 2 
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THE LOCOMOTIVE ENGINE. 



In short, the great desideratum in designing a locomotive 
engine is to obtain the greatest possible amount of power 
with the smallest possible size of the machine. 

The most essential parts in all steam engines are the cylin- 
der and the piston. We all know that the cylinder corresponds 
with the barrel of a pump, and that the piston is similar to the 
disc inside the pump, which the pump-maker calls the sucker. 
The common form of syringe, known by schoolboys as a squirt, 
is another instance of cylinder and piston familiar to all of us. 
We can readily understand how the expansion or swelling of 
the boiling water, as it becomes steam and is admitted within 
one end of a cylinder, will force the piston to the other end of 
it. We can also understand that if the steam be then let out 
of the cylinder, and fresh steam be admitted at the other end, 
behind the piston, the piston will be driven back again to the 
end from which it first started, and that these successive ope- 
rations may be repeated, and the piston thus made to travel 
alternately from one to the other end of the cylinder. 

We shall thus have produced what mechanics call a recipro- 
cating rectilineal motion ; that is, the piston will be moved 
backwards and forwards in a straight line. 

The next purpose to be accomplished is to make use of this 
motion for turning wheels round. Our piston is supposed to 
be provided with a piston-rod, which again corresponds with 
the rod of the pump and the handle of the syringe. This rod 
or handle is made long enough to project beyond the end of 
the cylinder at all times, for the purpose of connecting it with 
the next important part of the apparatus ; viz., the crank. The 
wheels to be turned round are fixed on an axle ; and this axle 
has a bend in it so formed, that while the two ends of the axle 
are in one straight line the bent portion is some inches out of 
that straight line. With the addition of a rod for connecting 
the piston rod with the crank, and which is hence called the 
connecting rod, our elementary apparatus will be completed, 
and we may now make a little sketch to assure ourselves that 
we understand it. 
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Fig. 1. 
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In this figure a is the cylinder with the piston within it, b 
the piston rod, c the connecting rod, d the crank on the axle 
e e of the wheels f f. The dotted lines show the position of 
the parts when the piston has reached the other end of the 
cylinder. The foot-lathe used by the turner, and the appa- 
ratus of the itinerant knife-grinder, are familiar examples of 
cranks for giving rotatory motion to wheels by the alternate 
movement of the treadles. Now, if we imagine a tea-kettle, 
sauce-pan, or any other closed vessel in which water may be 
boiled, to be so connected with the cylinder in our sketch that 
the steam shall enter alternately at each end of the cylinder, 
the steam being discharged at every stroke of the piston, or as 
soon as it has driven the piston from one end to the other, we 
shall have the entire motive mechanism of a locomotive steam 
engine. All the additions to be made to it, to convert it into 
the most complicated production of engineering art, consist of 
apparatus for boiling the water, for regulating the admission of 
steam into the cylinder, and the discharge of it from the cylin- 
der, for providing adequate draught for the fire, and for giving 
to the driver of the engine the means of starting and stopping 
the movement of the engine, and of reversing the direction of 
its movement on the instant, as occasion may require. 

A sketch of the history of the locomotive engine will show 
us the earliest forms in which it was designed, and the several 
improvements and additions made upon them ; and by thug 
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watching the growth of the machine, step by step as it were, 
we shall readily trace the gradual progress from rude simplicity 
to the studied complication of parts which bewilder the eyes 
and the understanding of the uninitiated spectator of a modern 
locomotive. 

The name which the world has learned to associate with the 
steam engine as a stationary machine, must also be quoted in 
reference to its birth as an apparatus for locomotion. James 
Watt has recorded : — " My attention was first directed in 
1759 to the subject of steam engines by Dr. Robison, then a 
student in the University of Glasgow, and nearly of my own 
age. Robison at that time threw out the idea of applying the 
power of the steam engine to the moving of wheel carriages, 
and to other purposes ; but the scheme was not matured, and 
was soon abandoned on his going abroad." 

This appears to be the earliest recorded notion of the loco- 
motive steam engine, which Watt seems to have worked out 
into a practical form that he included in a patent obtained in 
the year 1784. 

Watt's locomotive, as described in the specification of his 
patent, was to have a boiler formed of staves of wood bound 
with hoops of iron. An iron furnace was to be fixed within 
this boiler in such a manner that it should be nearly sur- 
rounded by water. The boiler and cylinder were to be fixed 
on a carriage having wheels worked by a piston moving a 
length or stroke of 12 inches within the cylinder, 7 inches in 
diameter. The same -purpose, now usually effected with the 
crank, was, in Watt's locomotive, to be accomplished by sun 
and planet wheels, that is, by two cogged or toothed wheels, 
one of which would be fixed on the same axle as the wheels 
supporting the carriage, and the other made to revolve round 
it by the engagement of their teeth or cogs. The centre of 
the revolving wheel being connected with one end of the con- 
necting rod and the piston-rod with the other end of it, the 
reciprocating motion of the piston would produce a rotatory 
motion of the carriage-wheels. Watt, however, having become 
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actively and profitably engaged in his improvements of sta- 
tionary engines, did not prosecute the locomotive scheme ; and 
William Murdoch appears to have been the earliest con- 
structor of a locomotive steam engine. The date of this appa- 
ratus is recorded as 1784, the same year in which Watt's 
patent was obtained. Murdoch's locomotive, which can be 
regarded only as a toy, had a copper boiler with an oblique 
flue within it, and was heated by a spirit lamp. The piston 
had a stroke of 2 inches and was f- inch in diameter. The 
cylinder was fixed upright on the top of the boiler, and a 
connecting rod and crank, &c, were employed for giving mo- 
tion to the axle of the driving wheel, or the driving axle (as it 
is called) . The carriage is described to have been supported on 
three wheels, and the size of these wheels will convey a notion 
of the dimensions of the entire apparatus. The two wheels on 
the driving axle were 9| inches, and the third or leading wheel 
4 J inches, in diameter. This miniature engine was, however, 
provided with valves for regulating the passage of the steam, 
and is recorded to have beaten its inventor on one occasion 
when he wished to test its speed. 

Eighteen years elapsed before any useful result was recog- 
nized as attainable by the application of steam to locomotive 
machinery. Murdoch's defeat by his three-wheeled toy might 
have suggested a practical purpose, in producing an enlarged 
and improved edition of it, but it does not appear to have done 
so ; and to Richard Trevithick belongs the merit of having 
constructed the first experimental locomotive steam engine, 
and demonstrated its value as an instrument of draught. A 
patent was obtained, 24th of March 1802, by Richard Trevi- 
thick and Andrew Vivian, of Cornwall, for " methods of im- 
proving the construction of steam engines, and their application 
for driving carriages and other purposes." The experimental 
engine which was made according to this patent, and exhibited 
to the public in traversing the roadway near Euston Square, 
London, had four wheels, — viz., two small front wheels for guid- 
ing, and two larger hind wheels, — which received motion from 
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the steam. In accordance with his improvements in stationary 
engines, included in the same patent, Trevithick in his loco- 
motive abandoned the idea of condensing the steam (which had 
been the great purpose of Watt's inventions), and adopted the 
high-pressure principle.* The engine had one cylinder, placed 
horizontallv and enclosed with the boiler and furnace in a cas- 
ing placed behind the axle of the driving wheels. The piston- 
rod was connected — not with the axle of the wheels, but with 
a separate axle, on which the crank was formed. The crank- 
axle was thus distinguished from the driving-axle, and the 
motion was imparted from the former to the latter by means 
of two toothed wheels of equal size — one on each of the axles, 
and which wheels were fitted or geared to work together. The 
steam-cocks for regulating the passage of the steam to and 
from the cylinder, were opened and shut by being connected 
with the crank- axle, A force-pump, for injecting hot water 
into the boiler, from the casing surrounding the cylinder, &c, 
was also worked with a rod attached to the crank-axle. In 
order to maintain the fire with sufficient activity for pro- 
ducing the required quantity of steam, bellows were provided, 
and were, like the cocks and pump, worked from the crank- 
axle. 

In 1804, Trevithick placed another locomotive engine on 
a tram-road at Mcrthyr Tydvil, in South Wales, which engine 
differed in some respects from the experimental one just 
described. In the later engine, the cylinder was placed 
upright, or vertically, and the boiler was of cylindrical form 
with flat ends. A double or bent flue passed through the 
boiler, and the furnace and most of the cylinder were also 
within it. The cylinder of this engine was 8 inches in dia- 
meter, and had a stroke of 4 feet 6 inches. It drew a load 
of ten tons of bar iron, besides the trucks holding it, at 
the rate of five miles per hour, for a distance of nine miles, 
consuming only the water contained in the boiler at starting. 
In this engine the used steam was ejected into the chimney, 
* See Rudimentary Treatise on the Steam Engine. 
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thus promoting the draught and dispensing with the bellows 
provided in the first engine of the same inventor. 

Trevithick's locomotive of 1804 does not appear to have 
been followed by any considerable improvement or alteration 
until the year 1811, when a patent was obtained, dated 10th 
April, by Mr. John Blenkinsop, for "certain mechanical 
means" of conveying coals, &c, which included the suggestion 
of a toothed wheel attached to the engine, to work in a rack to 
be fixed alone one side of one of the rails of the road. This in- 
vention or adaptation was intended to obviate the inconvenience 
that had occasionally arisen from the dipping round of the 
wheels on the tramways without advancing the engine. This 
want of adhesion, or bite, of the wheels on the trams or rails 
was afterwards found to be remediable by an improved distri- 
bution of the weight on the wheels, which has rendered 
unnecessary the rack proposed by Blenkinsop, the chain by 
the Chapmans, and the automatic legs by Brunton, all of 
which expedients were devised to overcome the same supposed 
difficulty. 

Blenkinsop's locomotive, however, is further noticeable as 
having first employed two cylinders, which worked alternately 
from the same axle or shaft . 

In the year 1814, a locomotive engine was constructed at 
the Killingworth Colliery by the celebrated George Ste- 
phenson. This engine had two cylinders placed vertically, 
partly within and partly above the boiler, which was cylin- 
drical, 8 feet long, and 2 feet 10 inches in diameter, with 
an internal flue 1 foot 8 inches in diameter. The cylinder 
was 8 inch.es in diameter, and the piston had a stroke of 2 
feet. The connecting rods had cranks, each of which had 
a spur wheel fixed on its axle, and these spur-wheels gave 
motion to two other spur-wheels, one on either side, fixed 
on the axles of the carriage wheels. Between the spur wheels 
on the cranks of the connecting rods, a central spur wheel was 
provided, which was useful in preserving the cranks at right 
angles to each other, and in governing the effect of the pro- 

b 5 
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pelling power. The spur wheels on the axles of the carriage 
wheels were 2 feet in diameter, and the three other spur 
wheels were each 1 foot in diameter, the arrangement being 
as here sketched : 



Fig. 2. 




In this figure, a a represent the two connecting rods from 
the piston rods, and b b the cranks on the axles of the spur 
wheels, c c ; d is the central spur wheel, and e e are the spur 
wheels on the axles of the carriage wheels, f f. This engine 
is reported to have drawn 30 tons at the rate of 4 miles 
an hour, but the spur wheels were found to wear rapidly, and 
to make a great noise ; and in the following year, Mr. Ste- 
phenson introduced an improvement which superseded the 
necessity for the spur gear altogether. This improvement 
was patented on the 28th February, 1815, by Mr. Stephenson 
in conjunction with Mr. Dodd, and the improvement is de- 
scribed to have consisted in " the application of a pin upon 
one of the spokes of the wheels that supported the engine 
by which it travelled upon the railroad, the lower end of the 
connecting rod being attached to it by what is termed a ball- 
and-socket joint ; the other end of the connecting rod being 
attached to the cross beam, worked up and down by the 
piston." The patentees proposed two methods of keeping 
the cranks at right angles to each other ; viz., to crank the 
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axle on which each pair of wheels was fixed, and provide 
a connecting rod between them, or to use an endless chain, 
of which the links should work into teeth of wheels fixed on 
the axles of the carriage wheels. In the engines constructed 
under this patent, either at the period of this date or subse- 
quently, Mr. Stephenson discharged the used steam into the 
chimney for the purpose of aiding the draught of air through 
the furnace, and, consequently, the rapid production of steam. 
The immediate effect of this improvement is reported to have 
been the doubling of the speed of the engine. 

On the 30th September, 1816, Mr. Stephenson, conjointly 
with Mr. Losh, obtained a patent for further improvements, 
which consisted " in sustaining the weight, or a proportion of 
the weight, of the engine upon pistons, movable in the cylin- 
ders, into which the steam or water of the boiler is allowed to 
enter, in order to press upon such pistons ; and which pistons 
are, by the intervention of certain levers and connecting rods, 
or by any other effective contrivance, made to bear upon 
the axles of the wheels of the carriage upon which the engine 
rests. When, therefore, the steam presses upon the piston, 
the weight is transmitted to the axle by the piston rod, and 
the reaction of that pressure takes as much weight off the 
engine. If, therefore, the cylinders are of sufficient area, 
so that the pressure of the steam upon the whole of the 
pistons is equal to the weight of the engine, the engine will 
be lifted up, as it were, or entirely supported by the steam, 
which thus forms a kind of spring of the nicest elasticity." * 
The furnace was within the boiler of these engines, the 
endless chain was employed, and six wheels were used instead 
of four. 

During the thirteen years which elapsed between 1816 
and 1829, many minor improvements were introduced in 
locomotive mechanism. Mr. Stephenson substituted coupling 
rods outside the wheels, and connected to their spokes, for the 
endless chains he had previously used in the Killingworth 

* Description by the Patentees. 
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engines ; steel springs were introduced between the engine- 
frame- and the axle-boxes ; and tires of wrought iron were 
applied to the driving wheels. 

It is recorded, that in the year 1825 locomotives were 
constructed upon eight wheels, arranged in two sets of four 
each, each set being attached to a separate frame, or bogie. 
Each of these frames was connected with the frame of the 
engine by means of a swivel joint, and thus great freedom 
was obtained for passing round sharp curves in the road, 
rail, or tram-way. The proposition for these bogie frames 
had been made in a patent obtained by Messrs. Chapman 
in the year 1812. 

Mr. Stephenson's " Killingworth Engine," as it was used 
previous to the year 1829, had four wheels, 4 feet in diameter 
and coupled. The boiler, of wrought iron, was cylindrical, 
4 feet in diameter and 9 feet long, with slightly convex ends. 
A fire tube, 1 foot 10 inches in diameter, was fixed within 
the boiler, the fire-grate being placed in one end of the tube, 
while the other end led into the chimney. Two cylinders 
were provided, sunk upright in the boiler, one at each end 
of it, and each cylinder, by means of piston-rod, connecting- 
rods, &c, worked one of the pairs of wheels. The perform- 
ance of this engine, which weighed 6£ tons, — or with tender, 
fuel, and water, 10 tons, — was reported to equal 50 tons gross 
load — that is, including carriages or waggons, engine, and 
tender — at the rate of 6 miles per hour on a level, 15 cubic 
feet of water being evaporated per hour. 

But the great desideratum for attaining velocity was yet 
wanting. Within the necessarily limited size for the loco- 
motive boiler, means were yet required for boiling the water 
fast enough to produce the quantity of steam indispensable 
for rapidity of motion. The method for obtaining this ob- 
ject, which has since been so successfully adopted, was pro- 
posed by a French engineer, M. Seguin, in a patent in 
February, 1828. This method consisted in increasing the 
heating surface within the boiler, without increasing its exter- 
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nal dimensions, by inserting a great number of small tubes, 
through which the heated air circulates in streams, the water 
being contained in the boiler, and thus surrounding the tubes. 
The evaporative power of the apparatus was thus vastly 
augmented. This multitubular flue boiler (afterwards intro- 
duced to this country by Mr. H. Booth), added to the steam- 
jet in the chimney for promoting draught, completed the 
means of locomotive velocity, and these were the two distin- 
guishing features of the successful "Rocket," the discharge 
of which in the year 1829 established the locomotive steam 
engine as the champion over all competing agents of convey- 
ance, and cleared the air of the thick clouds of prejudice 
by which the merits of the infant railway system were at 
that period obscured. 

The railway between Liverpool and Manchester was, at the 
time referred to, nearly completed ; and the directors, anxious, 
of course, to obtain the most economical power for working 
their railway, were yet uncertain as to the instruments to 
be applied for securing that object. Horses had been sug- 
gested, and, as an improvement, stationary steam engines 
were proposed, which should draw the carriages with ropes 
or chains; but the results which had already been effected 
with locomotive engines induced the directors of the company 
to invite a competition for supplying the best form of such 
engine, and to offer a reward for the one which might the 
most successfully comply with certain conditions. 

These conditions, as laid down by the directors on the 
25th of April, 1 829, were as follows : — 

1 . The engine should consume its own smoke. 

2. An engine of 6 tons weight should draw 20 tons at 
10 miles an hour, with a pressure of not more than 50 
pounds. 

3. Two safety valves to be provided, one beyond the reach 
of the engine driver. 

4. The engine to have springs, and six wheels, and to be 
not more than 15 feet high to the top of the chimney. 
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5. The total weight of 6 tons to include water; but a less 
weight to be preferred, if drawing a proportionate weight; 
and an engine weighing only 4% tons might be put on four 
wheels. 

6. A mercurial gauge, to show the pressure above 45 lbs. 
to the inch, and to blow out at the pressure of 60 ibs. 

7. The engine to be delivered in Liverpool, not later than 
the 1st of October, 1829 ; and, 

8. The price of the engine to be not more than £ 500. 
The time for delivery was afterwards extended to the 6th 

of October. The trial way was chosen at Rainhill, 9 miles 
from Liverpool, on a level portion of the railway, 2 miles in 
length. Five engines were named for the trial, but three 
only competed — viz., the "Novelty," by Messrs. Braithwaite 
and Ericson; the "Sans Pareil," by Mr. Hackworth; and 
the "Rocket," by Messrs. George and Robert Stephenson. 
The first two were disabled by accidents during the trial, 
and the " Rocket " was the only one that fulfilled the con- 
ditions, and was accordingly adjudged deserving of the £ 500 
reward offered by the directors. 

The "Rocket" was mounted on four wheels, not coupled 
or connected together. The boiler was cylindrical, 6 feet 
long, and 3 feet 4 inches in diameter, and contained twenty- 
five copper tubes, 3 inches in diameter, through which the 
heated air from the furnace passed on its way towards the 
chimney. The furnace, situated at the rear end of the 
engine, was 2 feet wide and 3 feet high, and had an external 
casing, between which and the fire-box a space of 3 inches 
was provided, and filled with water, communicating with the 
boiler. The two cylinders, placed one on each side of the 
boiler in an oblique position, were 8 inches in diameter, and 
the pistons had strokes of 1 6£ inches. The connecting rods 
from the piston-rods worked the front pair of wheels, which 
were about 4 feet 8 inches in diameter. The used steam 
was discharged into the chimney. The surface of the fire- 
grate was equal to 6 superficial feet; that of the fire-box 
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was 20 feet; and the total surface of the tubes exposed to 
the heated air was equal to 1 17J superficial, feet. The weight 
of the " Rocket," including water in boiler, was 4 tons 5 cwt. 
The load consisted of a loaded tender, weighing 3 tons 4 cwt. 
and 2 lbs., and of two loaded carriages, weighing together 
9 tons 1 0 cwt. 3 qrs. and 26 lbs., and making a total drawn 
weight of 12 tons 15 cwt., or a total weight of train equal 
to 17 tons. This engine attained the speed of 35 miles 
per hour without a load, and of 24 miles per hour drawing 
three times its own weight. Its average speed was reported 
at 13 T V miles per hour; consumption of coke per mile, for 
each ton of total weight of train, ffa lb., or ll^ibs. for 
each cubic foot of water evaporated or turned into steam. 

A comparison of the "Rocket" with the " Killingworth" 
engine shows that the former moved 40 tons at \S\ miles per 
hour, while the latter moved the same weight at only 6 miles 
per hour. 

Following the Rocket, Mr. Stephenson constructed seven or 
eight other engines for the Liverpool and Manchester Railway, 
and in each of these engines the heating flue surface was gra- 
dually extended from that of 25 tubes 3 inches in diameter, 
(in the " Rocket"), to 90 tubes of 2 inches in diameter ; while 
the cylinders were increased from 8 to 11 inches in diameter. 

While Mr. Stephenson was thus improving the locomotive 
engine and augmenting its power, other engineers were also 
busy in parallel courses of advancement ; but most of the 
essential features of the "Rocket" were still retained, and 
improvements were directed to modifications of details, rather 
than to any alteration of its principal arrangements, or any 
addition to their number. 

In the " Planet," however, the ninth engine built by Mr. 
Stephenson for the Liverpool and Manchester Railway, a 
happy combination was effected of all former good qualities, 
and the result was an engine which practically displayed several 
virtual improvements. 

As this engine so far excelled all its predecessors that it 
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16 Stephenson's planet. 

became the acknowledged model for succeeding engines, a 
brief description of it is necessary in this place : — 

The "Planet" was carried on four wheels; viz., two leading 
wheels 3 feet in diameter, and two driving wheels 5 feet in 
diameter. The boiler was 6 feet 6 inches long and 3 feet in 
diameter, containing 1 29 tubes, each 1 J- inch in diameter. The 
heating surface of the fire-box was equal to 3/£ superficial 
feet, and of the tubes 3/0 feet. The cylinders were 1 1 inches 
in diameter, and the pistons had a stroke of 1C inches. The 
weight of the engine, when empty, was 8 tons ; or, with coke 
and water, 9 tons. The weight of the tender, including its 
load of coke and water, was 4 tons ; or a total weight of engine 
and tender, charged, of 13 tons. The cylinders were hori- 
zontal, placed inside the smoke-box, and two cranks were pro- 
vided on a separate axle for receiving the power. On the 4th 
December, 1830, the "Planet" on its first trial took a train 
of 76 tons of passengers and goods from Liverpool to Man- 
chester, in 2 hours and 39 minutes ; its greatest velocity, on a 
level, being at the rate of 15 J miles per hour. 

The pattern of the inside cylinder engine, thus exhibited in 
the " Planet," was immediately adopted, and was deservedly 
retained as the favourite model, from which succeeding engines 
departed only in details. 



Our brief history of the locomotive engine thus brought 
down to the year 1851, and to the memorable epoch of the 
" Planet," here finds at once a resting-place for the previous, 
and a starting-point for the future, records of advancement. 
And we will, therefore, proceed to describe in detail the con- 
struction of locomotive engines, as practised for several fol- 
lowing years. In this detailed description the present tense 
shall be observed, so that our readers may the more readily 
imagine themselves transferred to the period when most of 
the essential improvements had been practically displayed ; and 
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from which period they may the more readily trace the subse- 
quent course of extension of power and economy of steam. 
The general order of description will be — 

1. The Boiler, and the Manner of Generating 
the Steam, with the means of supplying the boiler, of clean- 
ing it out, and of insuring its safety ; also of ascertaining the 
pressure of the steam, and the quantity of water. 

2. The Cylinders, and the Manner of Using the 
Steam, with the mode of supplying the cylinders with steam 
and working the pistons and slide-valves, and of moving the 
wheels and propelling the engine. 

3. The Wheels, Framing, &c, of the Engine, with 
the springs, axle-boxes, and guides, &c, connected with the 
frame. 

4. The Tender, for carrying coke and water to supply 
the boiler. 

THE BOILER, AND THE MANNER OF GENERATING THE 

STEAM. 

The boiler consists of several distinct parts : the cylindrical 
portion called peculiarly the boiler ; the external fire-box com- 
municating with it ; the internal fire-box, containing the fire- 
grate; and the tubes, communicating between the internal 
fire-box and the smoke-box, upon which the chimney is fixed. 

The Boiler is a cylinder 7 feet 6 inches long, and 3 feet 
6 inches iu diameter outside ; it is made of wrought iron 
plates T * T of an inch thick, lapping over each other, and joined 
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together by iron rivets $- of an inch in diameter and 1 J inch 
apart, as shown in fig. 3, which is a section of a joint, half 
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The rivets are inserted red-hpt, and contract in cooling, 
drawing the plates forcibly together, and making a very close 
joint. 

The boiler is covered with wood one inch thick, put on in 
longitudinal staves, and bound round by iron hoops, which are 
screwed together at the bottom ; this casing of wood is for the 
purpose of retaining the heat, and preventing it from being 
carried off by the air when moving rapidly through it, wood 
being an imperfect conductor of heat. 

The External Fire-box is a box nearly square, 4 feet 
wide outside, and 3 feet 1\ inches long in the direction of the 
boiler, made of wrought iron plates ^ of an inch thick, like 
those of the boiler; the bottom is 2 feet 1 inch below the 
boiler, and the upper part is a semi- cylinder, concentric with 
the boiler. The fire-box is open at the bottom, and has a cir- 
cular opening cut in the front side, of the same size as the 
boiler, and corresponding to it ; the boiler being fastened to it 
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by means of angle iron, as shown in the section, half size, m 
fig. 4 : the angle iron a is bent round the boiler at the place 
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of its junction with the fire-box, and riveted to the plates b 
and c of the boiler and fire-box. The plates composing the 
front and back of the fire-box are bent inwards at right angles 
all round, forming flanches upon which the plates of the sides 
and top are riveted. 

The Internal Fire-box is of similar shape to the exter- , 
nal, but flat at the top, and closed at all sides except the bot- 
tom ; a clear space of 3£ inches is left all round between it and 
the external fire-box, and on the side next to the boiler the 
space is 4 inches. The internal fire-box is made of copper 
plates ^ of an inch thick, except the side next the boiler, 
which is £ of an inch thick ; but all of the plate except the 
circular portion opposite to the boiler is beaten down until it is 
only of an inch thick, the same as the rest. The roof and 
sides of the box are formed of one plate, and another plate 
forms the back, corresponding to that in the front next the 
boiler: the front and back plates are turned inwards at the 
edges, like those of the external fire-box, and the other plate 
fixed to them by J inch copper rivets. The internal fire-box 
is fastened at the bottom to the external by setting the plates 
out until they touch the outer plates, and riveting them to- 
gether with copper rivets. The plates are sometimes set out 
only so as to approach the outer plates within 1£ inch, and a 
copper ring inserted between them, the rivets being put through 
the ring, and the joint thoroughly closed by hammering it up 
underneath; but it is generally found that the joint keeps 
water-tight best when made by setting the plates together and 
riveting them : a double row of rivets is generally used. An 
oval hole, 14 inches wide and 12 inches high, is cut in the 
back plate of both fire-boxes for the fire-door ; the plate of the 
internal fire-box is set out all round it to meet the outer plate, 
and the two are fixed together by a row of copper rivets : a 
copper ring is sometimes inserted between the plates here, as 
well as in the joint at the bottom of the fire-box. The fire- 
door consists of two wrought iron plates connected together by 
rivets, leaving a space of i inch between them: this pro- 
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tects the outer plate from the fire, and prevents it from getting 
too hot. 

The fire-grate is fixed 3 feet 2 inches below the roof of the 
fire-box, and 9 inches above the bottom, and is composed of 
separate loose bars of wrought iron, 2\ inches deep in the 
middle, and 1 inch thick at the upper side, tapering down- 
wards to allow more free ingress for the air : the fire-bars are 
bent down at the ends and drop into holes in a square ring of 
iron, which runs round the fire-box at a little distance from the 
side, and is supported by a piece of angle iron, bolted to the 
front and back plates of the fire-box. The fire-bars are made 
separate and moveable, in order that they may be easily re- 
placed when worn out, which happens very frequently from the 
great heat to which they are exposed ; and also for the facility 
with which the fire can be extinguished in case danger should 
be apprehended from any accident ; for by lifting them out of 
the holes with a bent rod, kept for the purpose, they can be 
dropped, together with the whole of the fire, upon the road : 
this is, indeed, the manner in which the fire is extinguished 
when the engine has done working. An ash-pan is fixed un- 
der the fire-box in some engines, made of sheet iron, of the 
same shape as the external fire-box, and open only in front ; 
it serves to catch the cinders and prevent their falling on the 
road, but is rather inconvenient when the fire has to be let out. 

The boiler, being cylindrical, has an equal strain in all direc- 
tions from the pressure of the steam ; but as the fire-boxes are 
flat on all sides except the top of the external one, they would 
have a tendency to be separated from each other by the pres- 
sure of the steam, if they had not some support. For this 
purpose they are connected together by a number of J inch 
copper bolts, which are screwed along their whole length and 
are passed through holes in both plates, tapped to receive 
them, and then riveted over at the ends for additional security : 
these copper bolts are screwed in about 4 inches apart all over 
the sides and back of the internal fire-box and that portion of 
the front that is below the boiler. As the roof of the internal 
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fire-box only requires support, that of the external one being 
cylindrical, it is strengthened by six wrought iron ribs, placed 
parallel to each other and longitudinally upon the roof, and 
fastened to it by bolts screwed through the roof-plate, and 
haying, in addition, a nut screwed on at the under side : the 
ribs are 1^- inch thick, and increased at the bolt-holes, and 2$ 
inches deep at the middle, where the strain is greatest. The 
ribs are cut away on the under side between each of the bolts, 
so as to touch the roof- plate only where the bolts pass through 
them, in order that there may be as little mass of metal as 
possible exposed to the immediate action of the fire ; for when 
a considerable thickness of metal is interposed between the 
water in the boiler and the fire, the heat cannot be absorbed 
by the water with such rapidity as it is supplied, and the metal 
becomes in consequence greatly heated, and is rapidly destroyed. 
The durability of the internal fire-box depends very much on 
the care of the engine-man : with proper use it will last several 
years, but if the water is allowed to get too low in the boiler, 
so as to have but little depth over the roof, the plate will be 
liable to get frequently uncovered, from the motion of the en- 
gine, and be rapidly destroyed. To prevent this accident, a 
small plug of lead is put through a hole in the centre of the 
roof of the fire-box, and riveted over on both sides : when the 
water gets so low as to uncover this plug, it is melted by the 
heat, and the steam, rushing into the fire-box, extinguishes 
the fire. The internal fire-box is made sometimes of wrought 
iron, and is generally found to last nearly as long as a copper 
one; the iron fire-box costs considerably less, but requires 
more care in using, and is very liable to crack and become 
leaky at the joints. 

Tubes. — The communication between the fire-box and the 
chimney is made by a number of tubes, which are fixed water- 
tight at one end into the front plate of the fire-box, and at the 
other into the plate which closes the front end of the boiler ; 
the tube plate of the fire-box being made thicker where the 
tubes are inserted, to allow for its being weakened by the holes 
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cut in it. There are 124 of these tubes ; they are If inch in 
diameter outside, and a space of £ of an inch is left between 
them. They are made of the best rolled brass, T ^ of an inch 
thick (called No. 13 wire-gauge) ; the edges of the brass are 
properly chamfered and lapped over each other and soldered 
together, the solder being applied inside : the tubes are then 
drawn through a circular steel die, to make them truly cylin- 
drical. The holes to receive them in the tube plates are bored 
quite cylindrical, so as to fit the tubes exactly, which are just 
long enough to come to the outside of both plates : the ends of 
the tubes are then fixed by driving in a steel hoop or ferrule, 
made slightly conical, as shown in fig. 5, which is a section, 



Fig. 5. 




full size, of the tube a a, the plate of the fire-box b b in which 
it is inserted, and the ferrule c c : the ferrule is a little larger 
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than the tube, so that, when driven in, it compresses the tube 
very forcibly against the sides of the hole, and makes the joint 
completely water-tight. The ferrules are sometimes made of 
wrought iron, but they generally do not last out the tube in 
that case, and require replacing by new ones before the tubes 
are worn out : the steel ferrules are better, as they last nearly 
twice as long. When a tube or a ferrule requires taking out, 
the ferrule has to be cut quite through with a chisel, and then 
turned inwards, so as to detach it from the tube, which can 
then be driven out. 

The smaller the tubes are, the greater is the heating surface 
obtained, as small circles have a much larger circumference in 
proportion to their area than large ones ; but when the tubes 
are diminished in size, the total area of passage through them 
from the fire-box to the chimney is also diminished ; and con- 
sequently if the diameter of the tubes were much diminished, 
the draught of the fire would be checked from the passage to 
the chimney being too small. The heating power of the boiler 
would thus be injured, although the amount of heating surface 
exposed to the water was increased, and the abstraction of the 
heat from the hot air rendered more perfect. 

Small tubes have another disadvantage in being liable to 
choke up very much with the particles of coke which are car- 
ried through them in great quantities by the force of the 
draught, and in their retaining the cinders which are continu- 
ally blown into them, but which pass clear through larger 
tubes. The small tubes are often contracted one-third in dia- 
meter by the deposit of coke on their inner surface during the 
day's work, and they have to be cleared out every night by 
passing a rod through them : the larger tubes never require 
clearing out. 

The tubes were at first made of copper, and some have been 
of wrought iron, but the copper tubes were found to wear very 
fast, generally lasting only three or four months, and were a 
great source of expense from the necessity of frequently re- 
newing them. Brass tubes were first tried in the locomotives 
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on the Liverpool and Manchester Railway in 1833, at the sug- 
gestion of Mr. Dixon, the resident engineer, and were found to 
be very much superior. Brass tubes, of the dimensions men- 
tioned above, last about two years, being six or eight times as 
long as copper tubes of the same dimensions. This increase 
of durability appears partly caused by their greater hardness, 
as it has been observed that the soldered joint, which is made 
with harder brass, wears less than the other parts; but the 
whole cause has not yet been satisfactorily ascertained. The 
tubes are much worn by the friction of the cinders that are 
blown through them by the force of the draught ; but it is 
very probable that their wear is principally caused by chemical 
or thermo-electric action. The tubes in the middle and about 
the fourth row from the bottom are worn out the first, and it 
is only the ends next the fire-box that are destroyed. 

When the tubes become very thin they are crushed inwards 
by the force of the steam, and the water is blown out at the 
ends of the tube into the fire ; when the tubes are getting old, 
this frequently takes place whilst an engine is running, and it 
is stopped by the accident. A plug of hard wood is driven 
into each end of the burst tube, which is preserved from being 
burnt by the contact of the water inside the tube, and the en- 
gine runs on again. When several of the tubes have burst and 
been plugged up, they are taken out and replaced by new ones ; 
and if the engine is required to be in constant use, a complete 
set of new tubes is soon required to avoid the liability of delays 
from the bursting of the tubes : they weigh about 16fes. when 
new, and lose about 6£ fbs. in the time they are in use. The 
cost of the brass and of the copper tubes makes the expense 
of repairing an engine very considerable when a complete set 
of new tubes is required. The tubes being firmly fixed into 
both ends of the boiler, it serves to support and strengthen 
them ; but for an additional support to the upper part, six 
wrought iron rods are placed above the internal fire-box, by 
the side of each other, and longitudinally in the boiler ; and 
the ends are attached by a pin to a piece of wrought iron (T 
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iron) riveted on to the end plate of the boiler and to the back 
plate of the fire-box. 

The Smoke-box is 4 feet wide, like the fire-box, and 
2 feet long, and is closed on all sides ; the back of it is 
formed by a wrought iron plate, half an inch thick, closing 
the end of the boiler to which it is attached by means of a 
piece of angle iron riveted to both, like the similar joint at 
the fire-box. The rest of the, smoke-box is made of quarter- 
inch iron plate, the front and back plates being bent in round 
the edge, and the other plates riveted to them, as in the 
fire-box, except the front plate, which is fixed by screw- 
bolts and nuts, because it is required occasionally to take 
it off. 

Upon the smoke-box is fixed the chimney; it is 15 inches 
in diameter, and is made of one- eighth- inch iron plates, 
riveted together and bound round by hoops ; the top is made 
funnel-shaped to give more free egress to the hot air, and 
the bottom has a piece of plate riveted to it, forming a flanch 
all round, by means of which the chimney is bolted down 
upon the smoke-box. 

In the lower part of the smoke-box are fixed the two cylin- 
ders, where the steam is used and motion produced: these 
will be described afterwards. 

The tubes open into the upper part of the smoke-box, and 
the hot air passes from them up the chimney ; no smoke is 
produced, except at first lighting the fire, as the fuel used 
is coke, which does not cause any smoke in burning, but only 
a light dust. The height of the chimney being limited, the 
draught produced by it is not sufficient to urge the fire to 
the intense 'degree of ignition that is necessary to produce 
steam at the pressure and in the quantity that is required, 
and some other more powerful means have therefore to be 
adopted to produce the draught. This is done by making 
the waste steam issue through the pipe called the blast-pipe, 
which is directed up into the centre of the chimney, and is 
gradually contracted throughout its length to make the steam 

c 
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rush out with more force : this pipe is made of copper one- 
eighth of an inch thick, and is 3f inches in diameter inside 
at the hottom, where it joins on to the cylinders, and tapers 
to 2\ inches at the top. 

The waste steam rushes out of the pipe with great force 
up the chimney, carrying the air with it, and causing a very 
powerful draught through the tubes and the fire; a whole 
cylinder full of steam is let out at each stroke, and the two 
cylinders deliver their waste steam alternately, so that when 
the engine is running fast an almost constant current of steam 
in the chimney is produced, and the interval between the 
blasts can scarcely be perceived. By this method the fire 
is not blown, as is usual, by forcing air into it, but by ex- 
tracting the air from the flues and drawing air through the 
fire. 

There is, however, a considerable loss of power attending 
the use of the blast-pipe, from the obstruction it causes to the 
egress of the waste steam ; for the waste steam opposes the 
action of the steam in the cylinders, and should be allowed 
to escape freely, that its pressure may be as small as possible. 
This causes the greater economy of working in the large 
stationary and marine engines, where the waste steam is con- 
densed, and its opposing pressure is reduced almost to 
nothing; but in a locomotive engine, on the contrary, its 
average resistance is not less than 6 lbs. on the square inch ; 
and when running very fast, and the issue of waste steam 
is almost continuous, the whole loss of power amounts to 
nearly half that of the engine. But the draught must be 
obtained by an expenditure of some of the power of the 
engine, whatever means may be employed to produce it ; and 
the plan of producing it by the blast of waste steam is the 
best, as no power is wasted upon working any machinery 
for the purpose, and it has the advantage of great simplicity 
in its application. 

The force of the draught produced by the steam blast is 
so great that cinders are drawn through the tubes, and even 
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thrown red-hot out of the top of the chimney; sparks are 
also emitted occasionally, and have sometimes caused acci- 
dents. To prevent the cinders and sparks from getting out 
of the chimney, a wire sieve is often fixed on the top of the 
chimney, but this has a disadvantage in impeding the 
draught and the exit of the waste steam very considerably; 
though it is made convex and larger than the chimney, so 
as to have a larger surface, and to impede the passage as 
little as possible. The sieve is, however, but. an imperfect 
remedy, for the cinders are thrown against the sieve with 
so much force that the meshes are soon destroyed. A sieve 
has been tried, placed at the bottom of the chimney, so that 
the blast-pipe ran through it, and in this position it afforded 
much less obstruction to the draught than when placed at 
the top of the chimney ; for the blast of steam which produces 
the draught being entirely above it, would not be impeded, 
and the loss of power from impeding the exit of the waste 
steam would also be avoided. But the plan was afterwards 
abandoned, as the sieve was found to be destroyed so quickly 
as to require constant repair from being exposed immediately 
to the air, and to all the cinders that are drawn through the 
holes striking against the front plate of the smoke-box, and 
rebounding upwards towards the chimney. 

Damper. — A damper is placed in the chimney just below 
the top of the blast-pipe, consisting of a thin iron plate fitting 
the chimney closely, with a hole cut in its centre, just large 
enough to allow the blast-pipe to pass through. A flat bar 
is bolted on to it, to serve as a spindle, and fixed a little 
out of the centre, in order to clear the blast-pipe when the 
damper is elevated. This spindle is made round at each 
end, and turns in bosses riveted to the outside of the chimney; 
one end passes quite through, and has a short lever fixed on 
to it : the diameter of this end of the spindle is of the same 
size as the width of the flat part, to allow of the spindle 
being put into its place through the hole in the boss in 
which it turns, before it is attached to the damper in the 
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chimney. A long rod is attached to the lever on the spindle, 
and reaches to the top of the fire-box, terminating in a handle, 
and resting in an iron fork fixed in the top of the fire-box, 
in which either of two notches made in the rod can catch ; 
so as to hold the damper either vertical or in a horizontal 
position, closing up the chimney. 

The damper is used to check the draught when a less 
intense action of the fire is required, such as when the engine 
is standing still or running down hill, and very little power 
is wanted ; it causes very little obstruction to the exit of the 
waste steam, as the blast-pipe passes through it. It is a 
curious circumstance, that whilst the damper is raised the 
waste steam passes out of the chimney in an invisible state, 
unless the atmosphere is nearly saturated with moisture, from 
the increased capacity of the hot air for moisture enabling 
it to absorb the steam in the chimney. A slight change in 
the dryness of the atmosphere or the temperature of the 
engine fire, causes the steam to be visible; and hence it is 
always visible in winter, and in summer is invisible only when 
the hygrometer is high ; its appearance is, indeed, a tolerably 
correct indication of the hygrometric state of the atmosphere. 
When the damper is lowered, the steam instantly becomes 
visible from the want of hot air to absorb it, and it then issues 
from the chimney in dense white volumes. 

Smoke-box Doors. — A large door is made in the front 
plate of the smoke-box for the purpose of affording access 
to the cylinders and the tubes ; there is a ledge fixed inside 
round the opening, against which the door is closely pressed 
by four finger-nuts put upon screws fixed in the smoke-box 
plate, and passing through projecting lugs upon the door. 
There is also a small door, near the bottom of the smoke-box, 
for the purpose of clearing out the cinders and ashes that 
collect in it : both doors have to fit closely, that no air may 
enter at them to impair the draught. 

Feed-pumps. — The boiler is supplied with water by two 
feed-pumps, which are worked by the engine : their construc- 
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tibn will be explained afterwards. One of them is sufficient 
to supply the necessary quantity of water for the boiler, and 
the other is thrown out of action ; but two are furnished in 
the engine, in order that if one should fail from any accident, 
the other may take its place without any delay being caused. 
On forcing the water into the boiler, it checks the generation 
of steam by its coldness, and the effect of the engine is also 
diminished in consequence of the power required to work 
the pump. For this reason, the action of the feed-pump 
is generally suspended when the engine is ascending an 
inclination, and requires its greatest power, and the supply 
of water is made up by working both pumps on a succeeding 
level or descent: this is an additional advantage in having 
duplicate pumps. A small cock, called the pet-cock, is fixed 
in the pipe leading to the boiler from each pump, and a long 
handle is fixed to it, extending to within reach of the engine- 
man standing behind the engine. These cocks are opened 
^ occasionally to ascertain whether the pumps are working pro- 
perly, when a stream of water should be forced out at each 
stroke. 

Gauges. — A glass gauge is provided for showing the 
height of the water in the boiler ; it is shown detached in 
fig. 6, which is a section through the centre of it, to a scale 
of 2\ inches to a foot, or three times the size of the engraving. 
The gauge consists of a strong glass tube, a, fig. 6, about 
three-quarters of an inch diameter outside, fitted into a brass 
socket, b b, at top and bottom, the joints being made steam- 
tight by hemp packing put round the glass, and compressed 
against it by the glands, c c, which are screwed in round 
the glass. From each of the socket-pieces, b, a tube, d, 
proceeds, with a cock in it, and a screw on the end for fixing 
it into the fire-box ; and the piece e, containing another cock, 
is screwed into the lower piece, and the plug f into the upper 
piece, affording the means of putting the glass tube down 
into its place. When the two cocks, d d, are opened, the 
water of the boiler rises in the glass tube to the same height 
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that it is in the boiler, the upper part of the glass being filled 
with steam, the height of the water in it showing always 
the level of the water in the boiler : the 
cocks are for the purpose of stopping 
the communication when required, from 
the gauge being out of order, or other- 
wise. The cock in the piece d is for 
the purpose of clearing out the gauge, 
by allowing a stream of water to run 
through it ; and it is often necessary to 
open it when examining the gauge, in 
order to get rid of the bubbles of steam 
formed by the rapid ebullition of the 
water, which sometimes render it diffi- 
cult to ascertain the precise height of 
the water. The difficulty is also in- 
creased by the motion of the engine 
producing oscillation in the water ; but 
the disturbing effect is much diminished 
by choking the tube, or making the 
communication with the boiler through 
the tube d very small, so as to impede 
the motion of the water in the tubes. 
A small plug, g, is screwed in opposite 
each tube d, to afford the means of 
clearing out the tubes d, by passing a 
wire through them when the plugs g 
are taken out. 

To afford an additional means of ascertaining the height of 
the water in the boiler, two gauge-cocks are fixed in the side 
of the fire-box, one being 4 inches above the other, and the 
lower one 1 inch above the top of the internal fire-box. The 
boiler is generally filled at starting, until the water runs out at 
the upper cock ; and during working the water level is kept 
between the two cocks, and often up to the upper one. The 
cocks are opened occasionally to try the level ; and if steam 
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should ever be found to blow out at the lower cock, showing 
that there is not more than 1 inch of water over the roof of 
the internal fire-box, instant attention has to be paid to the 
feed-pumps, and the fire damped, if necessary, to prevent the 
roof of the fire-box being uncovered and getting burnt. The 
glass tube is, however, the more certain guide, being less 
affected by the oscillations of the water than the gauge-cocks. 

The Lead Plug, described before, is an additional security 
against any accident arising from the water being suffered to 
get too low in the boiler. 

Safety-valves. — The pressure of steam in the boiler is 
regulated by the safety-valve, the construction of which is 
shown in figs. 7 and 8, drawn to a scale of 2£ inches to a foot. 



Fig. 7. 




Kg. 8. 



Fig. 7 is a longitudinal section through the valve, and fig. 8 
a plan of the valve-seat with the valve removed. The valve a 
is made of brass : it is conical round the edge, or mitred at an 
angle of 45°, and has a spindle or stalk, b, cast on it in the 
middle. The seat c of the valve is also of brass, and is cast 
with a flange at the bottom, to bolt it on to the boiler ; and 
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the valve is ground into the upper part, so as to fit it steam- 
tight. The opening in the valve-seat, c, is 2£ inches dia- 
meter, and across it is cast a thin piece, d, extending to the 
bottom, and having a longitudinal hole through it, in which 
the spindle b of the valve works : this is to hold the valve 
steady when it is raised, and to guide it into its seat again. 
A projecting lug, e, is cast on the valve-seat, in which is fixed 
the standard, f ; this is forked at the top, and receives the end 
of the lever, g, which turns in it upon a centre pin ; a rod, h, 
is jointed to the lever by another pin, at 3 inches from the 
former one, and bears directly upon the valve. 

At the other end of the lever, and at a length of 3 feet from 
the fulcrum, is attached by a finger-nut the rod of a common 
spring balance, the bottom of which is fixed on to the fire- 
box : this spring balance is screwed up by the finger-nut on 
the valve lever, until the required pressure on the valve is 
produced, which is generally 50 fts. on the square inch above 
the atmosphere ; and the valve, on rising to let out the surplus 
steam, has to raise the spring balance, which acts upon it with 
twelve times the leverage. 

In stationary engines, the safety-valve is kept down by a 
weight hanging on the lever, and shifted to different positions, 
to alter the pressure on the valve ; but in a locomotive engine 
a weight could not be used, because the motion of the engine 
would cause it to jolt up and down, and the valve would be 
continually letting off steam. There is one disadvantage 
attending the use of the spring balance that the other plan is 
free from ; namely, that any opening of the valve by raising 
the lever, compresses the spring in the balance more, and 
increases the pressure upon the valve, so that the free egress 
of the surplus steam is checked, and the pressure of the steam 
is allowed to become greater than that indicated by the balance 
when the valve is shut : the longer the lever is, the greater is 
this difference of pressure, and it is sometimes as much as 
lOibs. per square inch. 

In observing the pressure on the safety-valve, allowance 
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must also be made for the effect of the mitre, or conical part 
of the valve ; for when it is raised, the steam acts on the 
conical part as well as on the bottom of the valve, and has 
therefore a greater power in lifting the valve ; and this dimi- 
nution of the pressure on the valve varies with the extent of 
the mitre and with the degree that the valve is opened. 

These different circumstances render the safety-valve but an 
imperfect means of ascertaining the pressure of the steam in 
the boiler. In stationary engines, which are generally worked 
at a much lower pressure, a mercurial gauge is often used to 
indicate the pressure of the steam ; but this instrument cannot 
be used in a locomotive, as a tube of great size, and not less 
than 12 feet high, would be required: it has, however, been 
used as a means of testing the accuracy of the indications of 
the safety-valve by a temporary connection with the engine. 

A lock-up safety-valve is enclosed in a case, to prevent 
access to it so as to increase the pressure to a dangerous 
degree. The valve is exactly similar in construction to the 
other safety-valve, but instead of being held down by a lever 
and spring balance, several small elliptical springs, about 
6 inches long, are placed one above another and over the valve, 
and pressed down by a screw at the top in the frame, fixed 
into the valve-seat. By turning this screw, the pressure on 
the valve can be adjusted to any required degree ; and when 
the case is fixed on, the valve is effectually protected from 
having the pressure altered. The lock-up valve is loaded 
rather more heavily than the ordinary working pressure, 
50 ibs. ; so that it does not blow except when the pressure has 
exceeded that limit, as in performing work requiring more 
power than usual. 

A large spiral spring is used in some engines to press upon 
the valve, being fixed in a similar manner to the elliptical 
springs ; it is rather more compact, but is not quite so free in 
its action, as the pressure increases more rapidly on the using 
of the valve. 

Man-hole. — A circular opening into the boiler is provided, 

c 5 
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called the man-hole; it is 16 inches in diameter, and sur- 
rounded by a ring, bolted on to the boiler, having a flanch at 
the top for fixing on the cover. This opening is large enough 
for a man to enter, and affords access to the interior of the 
boiler for making repairs in it, or for cleaning it out. 

Mud-holes. — These are two small openings in both sides 
of the fire-box at the bottom, closed by plates bolted upon the 
outside, and are for the purpose of cleaning out the fire-box 
and removing the sediment that is deposited from the water. 
Two mud-holes, at opposite corners of the fire-box, are usually 
opened twice a week, and the deposit washed out by directing 
a stream of water into them ; each pair of opposite holes being 
opened alternately. The boiler does not often require clean- 
ing, but it is occasionally washed out by putting the water 
hose in at the man-hole, and washing all the sediment into 
the fire-box ; this is found to be quite sufficient to keep it 
clean. 

Blow-off Cocks. — Two cocks, 1 inch in diameter, are 
fixed one in each side of the fire-box, close to the bottom, for 
the purpose of emptying the boiler ; this is called blowing of y 
as it is done just after the engine has left work, and the water 
is blown out with great force by the pressure of the steam. 
This blowing off serves to cleanse the boiler, and the whole 
water has to be thus emptied out two or three times a week 
when the engine is in full work, as it gets foul after remaining 
in the boiler for some time. 

Fire and Heating Power. — The fuel used is coke, and 
is that most generally used in locomotives : coal was employed 
in the first ones, and is now made use of on railways in the 
collieries and where passengers are not carried; but on the 
large public railways it is inadmissible on account of the smoke 
that is produced.* Coke has an advantage over coal in being 
very light in substance and not caking together, but allowing 

* By later improvements in the construction and arrangement of the 
fire-boxes, the use of coal, instead of coke, has heen rendered practicable ; 
and the objections against it, to a great extent, obviated. 
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the draught of air to pass freely through the fire ; it is also 
capable of attaining a very intense degree of ignition ; hut its 
lightness renders it more liable to be drawn through the tubes 
by the draught, and the fine dust or* ashes, produced by its 
combustion, is very annoying to outside passengers. The 
coke used is of the best quality ; and the operation of coking 
the coal is performed only with a view to the abstraction of 
the volatile parts, as the hydrogen, and the losing as little as 
possible of the carbon : gas coke, or the remains of the coal 
used in gas works, is very inferior, being overburnt, and 
having lost a good deal of its carbon to form the gas, car- 
buretted hydrogen : it also contains a good deal of sulphur, 
which is very injurious to the metal of the boilers : this causes 
also the principal objection to the use of coal. The coke 
used in the locomotives on the London and Birmingham 
Railway is made upon the works, and is very nearly pure 
carbon. Welsh stone coal or anthracite has been also tried ; 
it produces no smoke or flame, being almost pure carbon, like 
coke ; but it appears to be not suited to locomotives, from its 
density and flying into small pieces, so as to form a close 
mass on the fire-grate, and not allow a sufficiently free passage 
for the air through the fire. 

The fuel is carried in the tender behind the engine and 
immediately contiguous to the fire-door, so that it can be 
readily shovelled into the fire when required : it is supplied 
on an average in quantities of about half a cwt. at intervals of 
from five to ten minutes. The heating the water in the 
boiler and getting up the steam takes about an hour and 
three-quarters on an average, and requires the consumption 
of about one and a half or two cwt. of coke : in some places 
the boiler and tender are supplied with hot water by means 
of a stationary boiler, in order to expedite the getting up of 
the steam, and also as a means of economy. 

The area of the fire-grate is 9£ square feet; it is 18 inches 
below the bottom of the lowest tubes, and the space for the 
fire, when quite filled up to the tubes, is 14 cubic feet, and 
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holds about 2 J cwt. of coke ; but the fire-box is uot always 
filled so full as this, and usually contains about 1£ or 2 cwt. 

The surface of water exposed to the heat directly radiated 
from the fire is the whole surface of the internal fire-box, 
deducting the fire-door and the tubes, and is equal to 50 square 
feet ; and that exposed to the current of hot air, or conducted 
heat, is the interior surface of the tubes, and is equal t® 
432 square feet. The surface exposed to radiated heat is 
considerably more efficacious in generating steam than that 
exposed to conducted heat only, as the supply of heat is more 
copious, and the proportion was found to be about three times 
in an experiment tried by Mr. Stephenson : the experiment 
was made with an old engine, and the proportion is different 
in the modern engines. 

The area of passage for the heated air from the fire-box to 
the chimney is the sectional area of all the tubes inside the 
ferrules ; the ferrules are f ths of an inch less than the outside 
of the tubes, and are therefore 1£ inch in diameter inside; 
and the sectional area of them all (124 in number) is 1*06 
square feet. The area of the passage through the chimney is 
rather more, or 1*23 feet. 

In the " Rocket M engine the area of passage through the 
tubes was '90 square feet, or nearly the same as in this engine, 
though the fire-grate was but half the size ; but the heating 
surface of the tubes was only one-third, from the large size 
and small number of the tubes: the heating surface of the 
fire-box was only three-quarters of that of the present engine. 

In the old engines before the " Rocket," the area of passage 
through the flue was two and a half times the size, but the 
heating surface was only one-thirteenth of that in the present 
engine ; the fire-box had also only one-fifth of the heating 
surface ; the fire-grate was three-quarters of the size. 

THE CYLINDERS, AND THE MANNER OF USING THE STEAM. 

Steam-pipe. — A steam-pipe is provided for conveying the 
steam from the boiler to the cylinder, where it is to be used ; 
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it is made of copper -^ths of an inch thick, and the part 
within the hoiler is 5 inches diameter inside ; it passes through 
the tube plate of the smoke-box and is bolted to it by a flanch. 
The pipe then divides into two smaller ones, inches in 
diameter, which pass down on each side of the smoke-box to 
the cylinders ; they are turned on one side in order to keep 
them clear of the tubes, so as to allow access to all the tubes, 
that they may be taken out, when necessary, through the 
smoke-box door. It is also necessary to protect the steam- 
pipes from the immediate action of the hot air issuing from 
the tubes, which is nearly hot enough to melt copper. In the 
first engines, the steam-pipes were brought straight down to 
the cylinders across the ends of the tubes, but they were found 
to be very rapidly destroyed. 

The area of the large steam-pipe is 19*6 square inches, and 
is equal to the areas of both the small ones, which are 9*6 
square inches each. 

The other end of the steam-pipe is connected to a box by 
means of a stuffing-box, containing packing made of loose-spun 
hemp, called gasket, compressed against the steam-pipe by a 
brass gland, which is bolted to a flanch on the stuffing-box. 
This stuffing-box is necessary because iron expands by heat 
only two-thirds as much as copper, so that when the boiler 
and its contents are heated, the wrought iron increases in 
length less than the copper pipe, and the pipe would be very 
much strained if it were rigidly fixed at both ends, and the 
joint would soon become defective by the repetition of the 
action ; but the stuffing-box allows the end of the pipe to slide 
through it, and still keeps the joint steam-tight, preventing 
all injurious action.* 

The steam enters through a funnel-shaped copper pipe 
which is fixed upon the top of the box, and this pipe rises 
nearly to the top of the steam dome, which is made of brass, 

* The brass tubes of the boiler are liable to the same action ; but as 
they are small and very firmly fixed at the ends, the expansion is im- 
material, the tubes allowing for it by bending slightly. 
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cast f ths of an inch thick, and is 15 inches in diameter and 
2 feet high, and bolted down by a flanch on to the fire-box. 
The object of this steam dome, and of carrying the steam-pipe 
up to the top of it, is to obtain the steam as pure and dry as 
possible, by taking it at a distance from the water ; because 
from the great agitation of the water in the boiler, and the 
rapid emission of the steam to the cylinders, some of the 
water gets mixed up with the steam in a finely divided state, 
and is liable to pass over with the steam into the cylinders. 
This effect is called priming, and is very injurious when it 
takes place to any extent, for all the water carried over into 
the cylinder is wasted, and occupies the place of steam, and 
thus diminishes the power of the engine; but principally 
because it accumulates in the cylinder and sometimes remains 
"in it, being unable to escape with the waste steam ; and in 
that case, from being so incompressible, it causes the breaking 
of some part of the engine. By carrying the steam-pipe up 
into the dome, the quantity of water taken with the steam is 
very much diminished, as it has time to separate, and the ex- 
panded end of the steam-pipe, nearly filling the dome, serves 
to catch the water and prevent its entering the steam-pipe. 

The priming is much increased when the water in the boiler 
is not clean or pure ; and an engine that does not prime per- 
ceptibly with good water, may prime very much if supplied 
with impure or hard water. When priming, the water is 
thrown out in a shower from the chimney at each blast ; and 
the power of the engine is very much impaired, as the violence 
of the ebullition of the water is thereby greatly increased. The 
prevention of the priming was found to be a very great diffi- 
culty in the first locomotives, and several contrivances were 
made use of for the purpose, — such as making the steam-pipe 
pass through a plate pierced with holes before entering the 
steam -pipe, or dividing the dome by a plate, over which the 
steam had to pass to the steam -pipe. But it has been ob- 
served that the priming has been gradually diminished by in- 
creasing the steam room, or space in the boiler occupied only 
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by steam, for this renders the generating of the steam more 
uniform, as the abstraction of the successive cylinders full of 
steam is less felt and causes less agitation when the total 
quantity of steam is greater. In the first locomotives very 
little steam room was afforded ; but in this engine the steam 
room is generally about 44 cubic feet, and there is no percep- 
tible priming under ordinary circumstances. 

Regulator. — In the box is placed the re- Fig- 9. 
gulator, extending across the box* so that all 
the steam must pass through it before it can 
enter the steam-pipe ; and by means of this 
the steam is either shut off or allowed to enter 
the steam-pipe in greater or less quantities. 
The regulator is shown in figs. 9, 10, and 11, 
to a scale of 1£ inch to a foot. The box is 
made of cast iron half an inch thick, and has 
a plate, a, extending across it, with two open- 
ings, b b, of nearly a quadrant Fig. 10. 
each ; the diameter of the opening 
is 8£ inches, and that of the solid 
part in the centre separating them 
2 inches. The brass plate c, placed 
against this plate, fits exactly the 
space between the openings b b, 
and, if turned round and placed 
over the openings, would project 
beyond or overlap them J of an 
inch on each side, as they are f 
of an inch smaller than a com- 
plete quadrant. The spindle, d, 
passes through a boss in the centre 
of the plate c, turning at its end in 
a socket of the plate a, but with- 
out touching the bottom of the Fig. 11. 
socket, and a small pin is fixed into the spindle, fitting into a 
notch, e, in the centre boss, to enable the spindle to turn 
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round the regulator plate c, and yet allow it to be withdrawn 
a little without drawing the regulator plate away from the 
other plate. The plates are held together by the pressure of 
the steam ; and by forming the connection with the spindle 
in this manner, they are enabled to keep in close contact, 
although the position of the spindle should be altered, and 
the regulator plate is still made to turn with the spindle. 

The two plates are ground together, so that when the regu- 
lator plate is turned round and covers the openings, the passage 
is closed completely steam-tight ; the under side of the regu- 
lator plate, and the solid part between the openings in the 
other plate, are both hollowed a little in the middle, as shown 
in the section through the centre of each, in fig. 11, so that 
they touch only for a space of J of an inch round the edge. 
This diminishes the labour of grinding them, as there is so 
much less surface to grind, and also insures their fitting round 
the edges, where alone it is required ; for the little steam that 
will pass through the hollow between the plates, when the re- 
gulator is partially open, is of no consequence, as it will only 
slightly increase the quantity of steam passing through. 

The other end of the box is fixed by a flanch to the back 
plate of the fire-box ; and an opening is cut in the plate cor- 
responding to the inside of the box, which is closed by a plate 
having the stuffing-box fixed on to its inside with its gland. 
The spindle of the regulator turns steam-tight in this stuffing- 
box, a collar on the spindle resting against the end of it ; and 
a handle is fixed on the end of the spindle, moving between 
two brass arcs, which are connected together at the ends, and 
bolted on to the fire-box : these arcs serve as guides for the 
handle when moved, and stop it at each side. The regulator, 
when quite open, if made to turn round, will immediately be- 
gin to contract the passage for the steam ; and when turned a 
quarter round, the passage will be completely closed. The 
motion of the handle is therefore through a quarter of a circle, 
or half a quadrant on each side of the vertical position. When 
the handle is put down on the right hand side, the regulator 
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is shut ; and when down on the left side, it is full open ; and 
in intermediate positions the regulator is proportionally open, 
except for the small distance at each end along which it is 
passing over the over-lap. The area of passage through the 
regulator, when full open, is 21*9 square inches, or a little 
more than the area of the steam-pipe, which is 19*6 square 
inches. 

This is the form of regulator that is most frequently used, 
as it is simple in its construction, and not liable to get out of 
order, and particularly as it is very uniform and regular in its 
action ; and, excepting the small overlap, the degree of open- 
ing is exactly proportionate to the amount of motion of the 
handle. Another contrivance that is also used for the purpose, 
consists of a conical valve like a safety-valve, which closes the 
end of the steam-pipe, and is drawn away gradually from its 
seat, when turned round with the handle, by means of a fixed 
pin fitting in a spiral groove on the spindle, similar to a screw ; 
only that the groove makes but a quarter of a turn round the 
spindle, and is very much inclined to it, so as to cause the 
valve to be sufficiently drawn back by a quarter-turn of the 
handle. This regulator is very efficient, and acts a little more 
uniformly than the other ; but the friction in it is greater, from 
the spiral motion, and it is more liable than the other to get 
out of order and stick fast. 

Steam Chests. — The steam chests or slide valve-boxes are 
made of cast iron \ an inch thick, and are bolted down upon 
the top of each cylinder, and to the front plate of the smoke- 
box, in which holes are cut of the same size as the steam chests, 
and closed by cast iron plates, termed " bonnets," bolted on 
the outside. The steam chests have the two branches of the 
steam-pipe fixed upon them at the back, and opening into 
them ; and a stuffing-box is cast upon the end of each, pass- 
ing through the tube plate, the joints being completely and 
firmly closed by running melted lead into it all round. 

Slide-valves. — In the steam chests are placed the slide- 
valves. They are brass boxes \\ inch deep inside, and -f of 
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an inch thick, having flanches -f of an inch thick all round 
them at the bottom. The slide-valves are made to move back- 
wards and forwards by spindles, which have each a cross piece 
at the end that fits into a notch in the back of the valve ; the 
spindle is generally connected to the valve by means of a rec- 
tangular wrought iron frame called a bridle, dropped over the 
valve, and having the spindle screwed into it. The bridle has 
an advantage, in holding the valve very steady, and yet allow- 
ing it to drop through readily, as it is worn by friction, and 
thus keep always in contact with the surface that it slides upon. 
The valve spindle moves steam-tight through the stuffing-box 
at the inner end of the steam chest. 

Cylinders and Pistons. — The cylinders, where motion is 
produced by the pressure of the steam, are made of cast iron, 
■f- of an inch thick and 12 inches diameter inside, and are bored 
out perfectly smooth and cylindrical. A box is cast on the 
top flat of each cylinder, running along its whole length, and 
on the upper side, containing two hollow rectangular passages, 
and another passage between them ; these are separated from 
each other, and the ends of them are shown coming to the 
outside, and opening into the steam chest at the left cylinder. 
The two outer passages are the steam-ports ; they are 8 inches 
long and 1 inch wide, and open one into each extremity of the 
cylinder, for the purpose of conveying steam to and from the 
cylinders ; their area is 8 square inches, or rather less than 
the area of the steam-pipes. The other passage is the waste 
steam-port, of the same length, and 1£ inch wide on the face ; 
expanding inside, occupying all the space between the steam- 
ports, and passing round the cylinder, until it clears the steam 
chest and comes to the outside again, opposite to the other 
cylinder ; having gradually assumed a circular form 3 J inches 
in diameter. The cross area of this passage is made of such 
dimensions, that, although it alters in shape, it is in all parts 
equal to the area at the end, that of a circle 3 J inches diame- 
ter, or 1 1 inches area. On the outside of this opening in each 
cylinder are fixed the two ends of the branching copper pipe, 
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of the same diameter, termed " a breeches piece," and having 
the blast-pipe bolted on to it. This piece is fixed on to the 
cylinders by screws put into holes tapped to receive them in 
the solid metal, as there is no place for nuts. The steam 
chest is also fixed on to the cylinder at the hinder end in the 
same manner. The flanches are made rather thicker, to allow 
for being weakened by the holes in them, and those of the 
copper pipes are -| of an inch thick, and made of brass, sol- 
dered on to the pipe : the pipes are made of \ of an inch sheet 
copper, lapped and soldered at the edges. A layer of canvas 
or of gasket, like that used for packing, covered with red lead 
and oil, is placed between the flanches of the pipes and under 
the flanch of the steam chest, and in all other similar joints, 
in order to make them steam-tight. 

The face of the ports that the slide-valve moves upon is 
made quite even and true by a planing machine, and the valve 
is ground upon the face to make it fit steam-tight ; the face is 
sunk down round the ports beyond that part over which the 
slide moves, in order to diminish the surface to be planed and 
ground. The spaces between each of the steam-ports and the 
waste-port, called the bars, are 1 inch wide. A section of the 
slide-valve, quarter size, is shown in fig. 12, where a and b 



Fig. 12. 




are the back and front steam-ports, c is the waste-port, and 
d d the bars. The width of the slide inside is the same as the 
ports ; the length e (fig. 12) is j- of an inch less than the dis- 
tance between the ports, and the flanches f and g are \ of an 
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inch wider than the ports : so that when the slide is in a cen- 
tral position, as shown by the dotted lines, the flanches f and 
G lie exactly over their respective steam-ports, and overlap 
them -jJy of an inch on each side. This overlap is for the 
purpose of insuring that one port is completely closed before 
the other is opened, in order that they may never communicate 
with each other under the slide during its motion, nor the 
steam be allowed to enter both ports at the same time. 

The slide-valve is moved backwards and forwards a distance 
of 3 inches, or 1| inch on each side of the central position, 
and is carried beyond the inner edge of each steam-port alter- 
nately, a distance of nearly i an inch, as shown in fig. 12, 
before its motion is changed and it begins to move back again : 
this distance that the slide moves beyond the port is called 
" the travel." The waste-port is always covered by the slide, 
as the travel is less than the width of the bars, so that the 
steam is always prevented from entering the waste-port from 
the steam chest. During the reciprocating motion of the 
slide, each of the steam-ports is alternately uncovered, and 
the steam allowed to enter and flow into the cylinder. The 
port is then covered again by the slide, and when the flanch 
has passed over communicates through the inside of the slide 
with the waste steam-port, allowing the steam which has per- 
formed its duty in the cylinder to escape by the port at which 
it had entered, into the waste-port, and out at the blast-pipe : 
this action is called " the eduction." The slide-valve is held 
upon the face of the ports only by the pressure of the steam 
upon it, which is quite sufficient to keep it always steam-tight 
whilst moving, as all the inside of the slide is open to the air 
through the waste-port, and the flanches fit air-tight upon the 
face of the ports ; so that the whole pressure of the steam 
upon the slide is effective in keeping it down : the area of the 
slide being 55 square inches, the pressure upon it is about 
ton. In large stationary engines the steam is admitted under 
the slides, as the pressure of the steam upon the slides would 
be more than is necessary to keep them tight, and would cause 
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very great friction : the slides have, in this case, to be held 
down by other means, as packing or springs upon the back of 
them. At the extreme position of the slide, as in fig. 12, the 
inner edge of the flanch g approaches the opposite bar, thus 
contracting the opening of the waste-port to the size of the 
port out of which the steam is escaping : if contracted more, 
the free exit of the steam would be obstructed. 

The front end of each of the cylinders is closed by a cast 
iron cover, \ of an inch thick, let into it ; the cylinder runs 
through the plate of the smoke-box, projecting beyond it, and 
having a flanch resting against the inside of the plate, and 
fixed to it by bolts, which are screwed through the plate into 
the flanch. The cylinder cover is of the same size as this 
flanch, and is held on to the cylinder by the same bolts that 
fix the cylinder to the smoke-box plate : the heads of the bolts 
are made thin to clear the cover, and the bolts are prolonged 
beyond their head to pass through the cover, and have nuts 
screwed upon them on the outside. The other end of the 
cylinder has also a flanHI, by which it is bolted to the inside 
of the tube plate : this is shown on a large scale in figs. 13 and 
14, which are a longitudinal and a cross section of the cylinder 
to a scale of 2\ inches to a foot, o o is a section of the cy- 
linder ; p p, the back steam-port leading into the end of the 
cylinder ; a a is the tube plate or back plate of the smoke- 
box ; and r, the flanch upon the cylinder, similar to that at 
the other end. The cylinder runs through the plate, and 
comes flush with the outside; the joints and the space be- 
tween the flanch and the plate are run with lead all round, to 
make the cylinder quite firm and steady, as the hole in the 
plate does not accurately fit the cylinder; the joint at the 
other end of the cylinder is also run flush with lead for the 
same reason. The flanch is fixed to the plate by six \ inch 
bolts, which are screwed into the flanch from the outside, in 
order that they may fit closely to the holes in the flanch and 
the plate, and hold the cylinder quite steady. A flanch, s s, 
is cast on the inside of the end of the cylinder, projecting into 
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the cylinder, and the cover t is bolted to the outside of this 
flanch, having a projection in the centre that fills up the open- 
ing, and makes the end of the cylinder even or flush inside : 
the cover is fixed on by six bolts, screwed into the flanch of 
the cylinder, and having nuts on them on the outside ; the 
bolts are made square where they pass through the cover, to 
prevent their turning when the nuts are screwed on. It is 
not required to have ready access to this end of the cylinder ; 
but at the other end it is necessary that there should be no 
obstruction, as the cylinder is required to be completely opened 
occasionally to get the piston in and out. There is one piston 
in each cylinder, fitting the cylinders accurately, so as not to 
let any steam escape between them and the cylinders when 
they are moved backwards and forwards. The piston is made 
entirely of brass, and consists of a plate a (figs. 13 and 14), 
J- of an inch thick, having a boss, b, cast on the centre, with 
three arms, c c c, J of an inch thick, also cast upon it, radiat- 
ing from the centre, and equidistant from each other. These 
arms and the centre boss stand up 2% inches from the plate a, 
and another plate d, of the same thickness as the first, is put 
upon them, making the whole thickness of the piston 3J inches. 
The plate d is held steady in its place by a projection on the 
centre boss passing through it, and is fixed by screws, c c, 
tapped into the bosses at the ends of the arms c, the heads of 
the screws c c being countersunk into the plate d. The plates 
a and d are turned so as to be just capable of moving in the 
cylinder without touching it, and three brass rings, f f, are 
placed between them. The inner ring is f of an inch thick, 
and is the same width as the space between the plates : the 
two outer rings are \ an inch thick, and of half the width ; 
and one of them has a projecting ring or rebate upon its edge, 
fitting into a corresponding groove in the other to keep them 
steady. The rings are turned exactly to fit the cylinder and 
each other, and cut through in one part, having been first 
hammered a little all round on the inside, which gives them a 
tendency to expand, and causes them to fly open on being cut : 
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when, therefore, they are put in their places in the cylinder, 
they press against the cylinder by their elasticity, and keep in 
close contact with it, so as to make a steam-tight joint during 
the motion of the piston. The divisions in the rings are placed 
in opposite positions, or break joint, in order to prevent the 
escape of steam through them ; for if they were to coincide, 
a passage would be left for the steam through the piston. 

The elasticity of these rings is found to be quite sufficient 
to keep the piston steam-tight when moved in the cylinder, 
and it continues so for a long time; when, however, the 
rings become so much worn by the friction as to have ex- 
panded nearly to the utmost, some other means is necessary 
to press them against the cylinder. For this purpose the 
three steel springs, ggg, are placed in the piston ; they are 
of the same width as the inside ring, against which they 
bear, and one-eighth of an inch thick in the middle, and a 
pin is put through each of them, having a collar bearing 
against the spring, and screwed at the other end into the 
centre boss of the piston; by unscrewing the pin a little, 
the spring can be made to press harder against the ring 
when required, and the pin is then fixed by screwing up the 
set-nut upon it against the boss. When the piston is first 
made, and the rings are new, these springs are not required, 
and they are set so as only to touch the rings ; but as the 
rings wear, and become too loose in the cylinder, the springs 
are screwed up more and more, and made to press harder 
against the rings ; and when they are very much worn, they 
are kept tight to the cylinder by the springs only, as they 
have expanded to their utmost. Access is readily obtained, 
when necessary, to the inside of the piston, by taking off the 
front cylinder cover and unscrewing the front plate, d, of the 
piston. 

The pistons are often made upon different modifications of 
Barton's principle, with two or more rings of cast iron or 
brass, about 1 inch thick, cut into three or four segments, 
and having wedges inserted between them, which are con- 
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stantly pressed outwards by springs, so as to keep the seg- 
ments always tight to the cylinder. The springs are either 
spiral or flat springs, like those in the engraving ; or a circular 
steel hoop, a little larger than a circle touching the ends of 
the wedges, is forced in so as to bear against them. These 
pistons are liable to a defect from which the other with the 
spring rings is free — that of wearing grooves in the cylinder 
where the points of the wedges rub against it, as the wedges 
have to wear down faster than the segments. The plan shown 
in the engravings is very efficient, and appears on the whole 
to be the best. The hemp packing used sometimes in sta- 
tionary engines is now generally superseded by metallic pack- 
ing, as it requires frequent renewal and is unequal in its 
pressure, the piston having to be packed very tight at first 
in order to keep so for any considerable time ; in a loco- 
motive, where the motion of the piston is very rapid, it would 
be quite inadmissible. 

The piston-rod is If inch diameter, and is made conical at 
the end, being increased to 2£ inches diameter in the centre 
boss of the piston, which is fitted upon it very exactly, and 
fixed by a cotter or key £ inch thick, and tapered slightly 
from 1£ inch wide ; the piston-rod has to be fixed very firmly, 
and is split at the end to prevent its getting loose. The other 
end of the piston-rod passes through the stuffing-box, k (figs. 
13 and 14), in the cylinder cover ; it is made of steel, and 
turned truly cylindrical, to move through the stuffing-box with 
as little friction as possible. The stuffing-box has \ inch space 
round the piston-rod for the packing, which rests against 
the brass ring or bush, l, fitted on to a small flanch at the 
end of the stuffing-box, and is compressed by the brass gland, 
m, which leaves about 3 inches for the packing. The gland 
has two projections on the outer end, making an oval shape, 
and is held by bolts passing through these projections, and 
screwed into corresponding projections on the stuffing-box. 

The piston is impelled by moving the slide-valve from its 
central position, so as to admit the steam from the steam- 
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chest into the cylinder through one of the ports, and the 
steam pressing against the front of the piston impels it to 
the back end of the cylinder. The slide is then moved to 
the opposite position, covering over the front port and opening 
the back port, to admit the steam behind the piston and 
impel it back again to the fore end of the cylinder ; at the 
same time allowing the steam in front of the piston, which 
had impelled it before to the back of the cylinder, and is now 
waste steam, to escape by the inside of the slide and the 
waste-port into the blast-pipe, rushing out thence up the 
chimney. At the end of this fore stroke the position of the 
slide-valve is again reversed, to admit the steam in front of 
the piston and impel it to the back of the cylinder, or make 
the back stroke ; the waste steam behind the piston escaping 
through the back port and the inside of the slide into the 
waste-ports as before ; and on repeating the forward motion 
of the slide, another fore stroke is produced. The steam is 
thus made to produce a reciprocating motion of the piston 
from one end of the cylinder to the other — by moving the 
slide backwards and forwards from one extreme position, when 
one port is opened to the steam — to the other extreme, when 
that port is closed and the other opened. The motion of 
the slide is in the same direction as that of the piston, but 
precedes it, as it must take place before the stroke of the 
piston; and it is produced by the machinery, as will be 
explained afterwards. The amount of motion, or length of 
stroke of the piston, is 18 inches, and it moves to within \ 
inch of each of the cylinder covers. In stationary engines, the 
action of the steam in the cylinder is exactly similar; but 
the cylinders are vertical instead of horizontal, and the strokes 
of the piston are up and down instead of fore and back. The 
horizontal position of the cylinders is disadvantageous in 
causing an unequal wear of the pistons and cylinders, from 
the weight of the pistons and piston-rods acting always on 
one side, and in also producing a strain on the piston-rod 
from the wearing of the piston. However in locomotives, 
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where the pistons are very small and* light, this unequal wear 
is quite imperceptible, though in large stationary engines, 
whose pistons are several feet in diameter, the action would 
be very injurious ; and many small stationary engines are also 
made with horizontal cylinders, as the arrangement has several 
advantages in simplifying and strengthening the machinery. 

When the waste steam is let out at the end of each stroke, 
there is also let out the steam occupying the space of $ 
inch at the end of the cylinder beyond the stroke of the 
piston, and the quantity required to fill the ports, which are 
both lost, as they are expended without producing any effect. 
The steam lost at the ends of the cylinder cannot be avoided, 
as some clearance must be allowed for the piston, to prevent 
the chance of its striking against the cylinder covers, and 
also to allow space for the escape of water that may accu- 
mulate in the cylinder, either from priming or from con- 
densation of steam. To let out this accumulated water, a 
cock fixed in a boss in the centre of each cylinder cover is 
opened occasionally. A small pipe with a cock in it is also 
fixed into the lower part of the blast-pipe, passing through 
the bottom of the smoke-box for the purpose of letting out 
any water that may accumulate there. The steam lost in 
the ports can be diminished by shortening them, and for this 
purpose double slide-valves have been used ; the ports were 
carried directly up from the cylinder at each end, a branch 
from the waste-port being brought up alongside of them, 
corresponding in size and distance with the present one, and 
a separate slide placed over each port. The action of the 
steam in this arrangement was exactly the same as in the 
present one, but the quantity of steam wasted in the ports 
was much diminished. Double slides were used in several 
of the first locomotives, but they have since been abandoned, 
as the quantity of steam contained in the ports is but small 
compared with the contents of the cylinder, and the arrange- 
ment added considerably to the friction and the complexity of 
the machine. However, in all stationary engines, except some 
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of the smallest, double slides are used, but they are generally 
of a different construction, and made together in one piece. 

Cross-heads and Guides. — The outer end of the piston- 
rod y is attached to the cross-head, shown on a large scale 
in figs. 15, 16, and 17, which are drawn to a scale of 2£ 
inches to a foot. Fig. 15 is a plan, one side being shown 
broken off, as it is exactly like the other side; fig. 16 is a 
longitudinal section through the centre ; and fig. 17a cross 
section shown complete on both sides. The end of the 
piston-rod a a is turned down smaller, and fitted into the 
wrought iron socket b b by the key or cotter and gibs c and 
d ; the gib d being tapered like the key, making their outer 
edges parallel. Two arms, e e, project from the end of the 
socket b, parallel to each other, having a semicircular notch 
at the end, fitted exactly to the cross-head f, which is a 
turned iron pin, If inch in diameter. The cross-head f 
is attached to the arms e e, of the socket b b, by wrought 
iron straps, gg, fitted on to both, and fixed by the keys 
and gibs h and i ; the gibs being required to prevent the 
ends of the straps being sprung open by driving the keys. 
A small projection upon the cross-head is fitted into a notch 
in one of the arms d, in order to prevent its turning round. 

The ends of the cross-head k k are inserted into two guide- 
blocks ll, 6 inches long and 1J inch thick, with flanches 
on the inner side; these are made of steel and are grooved 
on the sides, to save metal. Each of these guide-blocks is 
placed between two steel bars, m n, 2\ inches wide, fixed 
firmly to the frame of the engine. The guide-blocks and 
bars are ground together and fitted accurately, enabling the 
blocks to slide steadily and easily between the bars ; the 
upper bar, m, is •§- inch thick, and the lower one, n, 1 inch 
thick in the middle, and f inch at the ends, the two being 
connected firmly together by small pillars fixed into them 
at each end. The lower bar, n, is required to be stronger 
than the upper one, as it is only supported at the ends. 
The upper bar, m, is fixed to a piece of angle iron, o (fig. 17), 
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Fig. 15. Fig. 16. 
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by bolts p, with countersunk heads, ground down flush with 
the bar ; small pieces of brass, q, being interposed between 
the bar and the angle iron at each of the bolts, affording 
the means of adjusting the bars accurately level when the 
angle iron o is fixed on to the engine framing r. The bars 
m n are adjusted exactly parallel to each other and to the 
axis of the cylinder, so as to allow the blocks, l, to slide 
behind them without any strain when moved by the piston- 
rod and cross-head ; and they serve the purpose of guiding 
the end of the piston-rod, and causing it to move always 
exactly in the line of the axis of the cylinder. 

Connecting-rods. — The connecting-rods are fixed at one 
end to the cross-heads, and at the other end to cranks on the 
axle of the large wheels of the engine ; they are of wrought 
iron, 2 inches diameter in the middle, and taper down to 11- 
inch towards the ends. The manner of fixing them to the 
cross-heads is shown in figs. 15, 16, and 17, s being the end 
of the connecting-rod, enlarged at tt to 3 inches wide, and 
made square and flat at the end. The brass bearing, v, 
is fitted to the end, and has another brass piece, v, upon it, 
made octagonal on the back ; the two brasses are 2 inches 
wide, and have flanches upon them at the sides, as shown 
by the dotted lines in fig. 16, that of the end brass, v, 
being semicircular. 

The brasses are fitted accurately on to a spherical ball, 
w, that is turned upon the middle of the cross-head, and 
are held upon the end of the connecting-rod, t, by the iron 
strap, x, fitted between the flanches of the brasses and fixed 
to the connecting-rod by the key and gib, y, so as to hold 
them steadily and firmly together. The key z is put through 
the connecting-rod and strap close to the inner brass, u ; the 
holes in the strap being made larger than the key at the outer 
end, so that the key bears against the brass u, and forces 
it against the brass on the cross-head. The connecting-rod 
moves upon the cross-head, and the friction causes the brasses 
to wear, so that they require tightening up occasionally by 
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driving in the key z further, and bringing them nearer 
together : a little space is left between the brasses to allow 
for this. Small screws are inserted opposite to each of the 
keys, and are screwed against them when they are driven 
into their places, to prevent their jolting loose. 

The construction of the other end of the connecting-rod 
is shown on the same scale in figs. 18 and 19, which are 
a plan and a longitudinal section of it. 

a is the end of the connecting-rod, which is enlarged at b b 



Fig. 18. 
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to 5 J inches wide, and cut out to an octagonal shape at the 
end, fitting the brass bearing c. The other brass, d, is 
similar to it, and they are both 3 inches wide, with semi- 
circular flanches on the outside to hold them steady, and 
are fitted on to the crank-pin, which is cylindrical and 5 
inches in diameter, as shown by the dotted lines in fig. 18, 
and rounded out to a shoulder on each side. The brasses 
are held by the strap e, which is fixed on to the end of the 
connecting-rod by the key f and gib g ; the key terminates 
at the bottom in a screw passing through the prolonged end, 
h, of the gib, and held by nuts. These nuts are screwed 
up against the end of the gib, when the key is driven into 
its place, and effectually prevent its jolting loose; the hole 
for the screw being made oblong, to allow for the side motion 
of the key. The holes in the strap e, for the key, are made 
rather longer outwards than the key, and the key-way in 
the connecting-rod is as much longer at the inner end, 
causing the key to bear only against the connecting-rod, and 
the gib against the strap ; the strap is thus drawn further 
on the connecting-rod by driving the key, and the brasses 
are brought nearer together and tightened up on the crank- 
pin, as they are worn by friction. This end of the con- 
necting-rod is shortened as much as the brasses wear, as the 
outer brass is drawn inwards by the key ; but the other end 
of the connecting-rod is lengthened by the wear of the brasses, 
because the outer brass is fixed and the inner one is pressed 
against it by the key. The total length of the connecting- 
rod is thus kept always nearly the same, as the wear of one 
set of brasses compensates for that of the other. If this 
were not the case, the piston would be brought nearer to 
one end of the cylinder than the other by the wear of the 
brasses, and would require more clearance to prevent its 
striking the cylinder cover. 

Cranked Axle. — The axle of the large wheels is called 
the cranked axle, from its having two cranks in it, to which 
the connecting-rods from the two pistons are attached. It 
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is drawn to a scale of 1 inch to a foot, in figs. 20 and 21. 
It is made all in one piece, and of the best wrought-iron, 
termed "back-barrow," or scrap-iron, and is 6£ feet long 
and 5 inches in diameter. The axle is cylindrical at the 
centre part a (fig. 20), and is increased to 5£ inches at c c, 
where the cranks are formed. The two cranks r and l, 
for the right and left hand cylinders, are exactly at right 
angles to each other, as shown in fig. 21, which is a sec- 
tion through the axle at e; the sides of the cranks, dd, 
are 4 inches thick. The crank-pins, bb, are 5 inches dia- 
meter and 3 inches long, the same dimensions as the brasses 
in the ends of the connecting-rods, which are fixed upon 
them ; and the length of the cranks from the centre of the 
axle to the centre of the crank-pin is 9 inches, which is 
exactly half of the stroke of the piston. Upon the parts f f, 
which are 7£ inches long, the wheels are firmly fixed, so as 
to prevent their turning or shaking upon the axle; and 
outside the wheels, at g g, the axle is reduced to 3£ inches 
diameter for 5 inches in length, having a collar at the end : 
these parts, gg, turn in brasses, which are fixed in the 
outside frame of the engine, and have the weiglit of the 
engine resting upon them. The axle is all turned in a lathe, 
and each of the crank-pins is also turned by suspending the 
axle on centres corresponding with the centre of the crank- 
pins, and made in strong cast-iron arms that are firmly fixed 
on the ends of the axle, and project beyond the cranks so 
as to balance the axle, and enable it to turn round on the 
centre line of the crank-pin. The axle is by this means made 
very true, and the cranks are made of exactly the proper 
length, and at right angles to each other. The corners of 
the cranks are chamfered off, as shown in the figure, and the 
ends of the smaller cylindrical parts well rounded out. 

If, when the piston in the Cylinder is in the middle of its 
stroke, or at half stroke, the piston be made to move back- 
wards by admitting the steam to the front of it, it will press 
against the crank-pin by means of the piston-rod and con- 
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necting-rod, with a force equal to the pressure of the steam 
upon it; and as the piston is 12 inches diameter, or 113 
square inches area, this force upon the crank will he 2\ tons 
when the steam is at the usual pressure of 50 fts. per square 
inch. And as the cylinder and cranked axle are firmly con- 
nected together by the frame-work of the engine, they cannot 
be separated by this force upon the crank ; the crank there- 
fore gives way by turning round, making the axle and wheels 
upon it revolve until it is brought to its furthest position 
and becomes horizontal, and the piston has arrived at the end 
of its stroke. 

On reversing the slide-valve to admit the steam behind the 
piston, and produce a fore stroke, the piston has no power 
to move the crank, as it is pulling directly in a line with 
the centre of the axle, and only tending to break the axle ; 
and the crank has therefore to be moved on, so as to rise 
a little above the centre line, when the piston is able to move 
it, and pulls it round to the opposite position, or the side 
next the cylinder, and the piston arrives at the end of its 
stroke. On the commencement of a back stroke the piston 
has also no power to move the crank, it being again on the 
centre, and requiring to be assisted on a little to enable the 
piston to act npon it and push it round to the opposite side 
again. The crank requires assisting over these two centres, 
or dead points, in order that continued rotation may be 
produced by the reciprocation of the piston ; and for this 
purpose the two cranks upon the axle, which are worked 
by the two pistons, are placed at right angles to each other ; 
for when one of the cranks is on the centre, and the piston 
connected with it has no power to make it revolve, the other 
is at half stroke, and its piston has the greatest power upon 
it, so that it moves the axle round and makes the other crank 
pass the centre. In a similar manner, when they have made 
a quarter-revolution, the right hand crank comes to the centre, 
but the piston of the left crank is then in full action, and 
this continues throughout the revolution, one crank being 
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always in full action when the other comes to the centre 
and ceases to propel the axle. 

The power of the piston to propel the crank is greatest 
at half stroke, when the connecting-rod is at right angles 
to the crank, and acts with the leverage of the full length 
of the crank ; but as the piston advances to the end of the 
stroke, the angle that the connecting-rod forms with the 
crank is continually diminishing, and with it the leverage 
and power to propel the crank, until at the end of the stroke 
the crank comes to the centre, and the connecting-rod ceases 
to have any power to move it, the mean leverage throughout 
the stroke being only about two-thirds of the length of the 
crank. This would cause the motion, therefore, to be very 
irregular if there were only one crank ; but with two cranks 
placed at right angles to each other, the irregularity is very 
nearly corrected ; as at half stroke the power of one piston 
only is effective, and at quarter stroke the power of both 
pistons together, though acting with equal advantage, very 
little exceeds the full power of the one alone. In stationary 
engines which have only one cylinder, the irregularity of the 
action of the crank is compensated for by the use of a large 
and heavy fly-wheel, which, when once set moving, has 
sufficient momentum to bring the crank over the centre, and 
to render the velocity of the motion nearly uniform, as there 
is not time to accelerate its velocity perceptibly in the middle 
of the stroke, or to diminish it at the ends. Marine engines 
which have no fly-wheels are always in pairs, like locomotives, 
except in some of the smallest vessels. 

The connecting-rod being inclined below the piston-rod 
during the back stroke, and above it in the fore stroke, 
requires a moving joint at the end which takes hold of the 
cross-head; and the cross-head is made spherical at that 
part, to prevent any lateral strain that might arise during 
the motion from the crank not being accurately in the line 
of the piston-rod, or the axle at right angles to it. The 
varying position of the connecting-rod also renders the guides 
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for the piston-rod necessary to resist the great oblique strain 
upon it caused by the inclined positions of the connecting- 
rod tending to force it upwards in the back stroke, and in 
the opposite direction during the fore stroke. This oblique 
strain is diminished by increasing the length of the connect- 
ing-rod, which is therefore made as long as possible, in order 
to diminish the friction of the guide-blocks, leaving only a 
small clearance beyond the crank and head of the piston- 
rod at their extreme positions. Other modifications of the 
plan are also used to preserve the parallel motion of the 
piston-rod, such as a single square bar placed on each side 
with the edges at top, termed " diamond guides," and having 
sockets on the ends of the cross-heads sliding upon them ; 
but the other plan is found to be most advantageous. In 
small stationary engines similar plans are also sometimes 
adopted; but in stationary and marine engines generally, 
the motion of the piston is maintained in a straight line by 
various combinations of rods, forming a parallel motion, which 
has less friction than guides, and is more convenient in those 
cases. The strain is also diminished by the piston-rod being 
connected with the end of a beam instead of directly with the 
connecting-rod, which has a much less irregular motion. 

The two cranks are thus made to revolve uniformly by the 
action of the steam upon the pistons in the cylinders, and 
move with them the axle and the wheels fixed upon it. The 
wheels are made to revolve in the same direction that they 
would turn if the engine were running forward ; and they can- 
not turn round without either slipping round upon the rails, 
or rolling forward upon them and moving the engine with 
them. If the adhesion of the wheels upon the rails is greater 
than the resistance of the engine to being moved, and the 
pressure of the steam be sufficient, the wheels will roll forward 
upon the rails ; and the engine will be propelled, and be able 
to draw after it a load, the resistance of which is equal to the 
excess of the adhesion of the wheels upon the rails above what 
is required for moving the engine itself. The adhesion of the 
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wheels is not always the same ; it is the greatest when the 
rails are most clean, and are either quite dry or quite wet ; 
and it is least when the rails are dirty, and greasy with being 
partially wetted. For this reason an engine which is not 
loaded so much as the full adhesion of the wheels upon the 
rails, will often slip, and let the wheels turn round quicker 
than the engine is running, on passing a station, or any part 
of the line where the rails are liable to be dirtied by the traffic 
of persons across them. 

The adhesion of the wheels is found to be about one-fifth of 
the weight upon them when the rails are in a good state, and 
it varies between that and one tenth or twelfth. The weight 
upon the driving wheels, as they are termed, is 6 tons, and 
the adhesion is therefore sufficient for drawing a load of 
280 tons, besides the engine, upon a level. When the first 
locomotives were made, it was thought that the, adhesion of 
the wheels upon the rails could not be sufficient to draw any 
load besides the engine, if it were enough for that; and 
various contrivances were resorted to, in order to obtain the 
necessary fulcrum from which to move the engine. Levers 
were tried, which resembled a horse's legs, and were thrust 
against the ground by the piston-rods ; * a chain was also 
tried, lying on the ground between the rails, and taken hold 
of by a wheel in the engine ; f also a rack was fixed inside the 
rails, and a toothed wheel, turned by the engine, worked in 
it. J Locomotives which are intended for conveying heavy- 
goods have their adhesion upon the rails generally increased 
by coupling four wheels together, so as to make them all turn 
together, and thus obtaining the adhesion of all the four to 
assist in drawing the load. The power of the engine can then 
be increased, as the increased adhesion will enable it to be 
exerted ; for the power of engines with only two driving wheels 
cannot exceed a certain limit, or it will be greater than the 

* Brunton's Automatic Legs, 1813. See ante, p. 9. 
t Chapman's Patent, 1812. . See ante, p. 9. 

♦ Blenkinsop's Patent, 1811. See ante, p. 9. 
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adhesion of the wheels, and the excess will he useless. The 
wheels that are coupled together are of the same diameter, 
and have connecting-rods attached to cranks, which are fixed 
on the axles outside of the wheels. Some of the old engines 
had their wheels coupled by a pair of cog-wheels, and also by 
an endless chain passed round a pulley on each axle. 

The plan of driving the wheels of a locomotive by means of 
cranks upon the axle is attended by the disadvantages, that 
the axle is weakened very much by the cranks in it, and the 
pqwer is applied at some distance from the wheels, where it is 
wanted. The action of the pistons upon the cranks, alternately 
pulling and pushing them, and the great weight that the 
cranked axle has to carry, make it necessary that it should be 
made very strong, in order to stand its work ; they are, there- 
fore, very heavy and expensive. They are very seldom broken, 
though they sometimes get bent by the engine running off the 
line ; but the older locomotives had their cranked axles broken 
more frequently, as they were not made so strong at first. 
Several plans have been tried for obviating the necessity for a 
cranked axle, but they do not appear to be, any of them, so 
good upon the whole. The " Rocket," and some of the first 
locomotives upon the Liverpool and Manchester Railway, had 
their cylinders placed outside, and fixed above the wheels; 
and the connecting-rods took hold of crank-pins outside of 
the wheels, and fixed into them, so as to drive them directly. 
But it was found better afterwards to place the cylinders in 
the smoke- box, where they were protected from the air, which 
cooled them very much before ; and the machinery could then 
be fixed more conveniently. Engines have also been made 
with vertical cylinders, which worked cranks outside the 
wheels by means of bell-cranks and connecting-rods. 

Eccentrics. — Upon the cranked axle are fixed the four 
eccentrics, for the purpose of working the slide-valves. The 
construction of one of the eccentrics is shown in figs. 22 and 
23, which are drawn to a scale of 1£ inch to a foot. Fig. 22 
is a side elevation of an eccentric, and fig. 23 a section through 
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the centre of it. a is a portion of the cranked axle, 5 inches 
diameter ; b and c are two cast-iron pieces, 2\ inches wide, 
forming the eccentric, and each fitted half round the axle ; the 



Fig. 22. 



Fig. 23. 
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smaller one, c, being 1 inch thick in the middle, and the two 
pieces forming together a circle of 10 inches diameter. They 
have a projection of £ inch running round both sides of the 
outer edge, and the piece b has two openings, d d, cast in it, 
to diminish the metal, leaving a thickness of 1 inch on each 
side. A rebate e projects from the straight edge of the piece 
c, fitting into a groove in b to hold them steadily on each 
other ; and the two pieces b and c are fixed together by the 
pins f f, which are firmly screwed into the piece c, and passing 
through corresponding holes in the other piece into the open- 
ings d d, are fixed by keys driven through them : the whole 
eccentric is then fixed upon the axle, so as to make them turn 
round together by driving the key g into a groove in both. 
The brass ring h h, 1 inch thick in the middle, is put in the 
groove round the eccentric, being made in two pieces, in order 
to enable it to be put into the groove, and the ends connected 
by flanches 1 1. k k is the eccentric-rod, forked at the end ; 
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the ends of the fork heing J inch screws, which pass through 
the flanches of the brass rings h, and hold them together by 
nuts upon the screws. The other ends of the eccentric-rods 
e" e'" and/"/"' * are carried on towards the smoke-box ; and 
when the axle a revolves, the eccentric b c, revolving with it, 
turns round inside of the brass ring h h, which is prevented 
from revolving by the eccentric-rod that is fixed to it. The 
groove of the eccentric and the brass ring are both turned 
exactly to fit, allowing the eccentric to turn freely and steadily 
within the ring. As the eccentric projects from the axle more 
on one side than the other, the ring is pushed out further 
from the axle on that side ; and in revolving with the axle, the 
ring is pushed out from the axle on each side in succession, 
causing the eccentric-rod to be moved in each direction from 
its central position as much as the projection or the eccentricity, 
which is 1| inch, or 3 inches total motion or throw. 

The action of the eccentric is precisely similar to that of a 
crank \\ inch long ; and the eccentric is, in fact, a crank with 
a very large crank-pin, this pin being 10 inches in diameter, 
and reaching beyond the axle itself ; and the eccentrics are 
used instead of cranks, to avoid the necessity of making so 
many small cranks in the axle, though there is considerable 
loss of power attending the use of them from the friction being 
increased by their large size. Eccentrics are used for working 
the slide-valves in almost all steam engines, because of their 
convenience and steady action ; they are also readily capable 
of adjustment, by altering the position in which they are keyed 
on the axle. They cannot be cast in one piece, as the cranks 
aTe forged with the axle, and the eccentrics have, therefore, to 
be put on in two halves. 

Slide-valve Gear. — A side elevation of the eccentric- 
rods and levers for working the slides is shown detached in 
figs. 1 and 2 in the Plate, facing in two different positions, 
with a cross section through the eccentric-rods, showing a 
back elevation of the levers, &c, in fig. 3. The two eccentrics 

* See Plate facing page 66. 
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e' are for working the slides when the engine is running 
forward ; one being for the slide of the right-hand cylinder, 
and the ot^er for that of the left cylinder ; and the ends of the 
eccentric-rods, e", are formed into large vertical forks, g", 
having a notch in the bottom of each ; the section in fig. 3 
is taken through the notches. These notches take hold of 
steel pins, with shoulders to hold the eccentric-rod steadily, 
which are fixed into the lower ends of the levers h" h!" by 
means of nuts screwed on at the other side. The levers h" h'" 
are keyed on to the ends of the horizontal shafts or weigh-bars 
f turning in brass carriages, k" fixed on to the frame 
of the engine, and made in two pieces, the upper part being 
loose, and held down upon the weigh-bar by bolts, allowing it 
to be tightened up as it wears. Upon the weigh-bars i" H'\ 
and standing above, are fixed the levers V F", of the same 
length as the bottom levers h" h" r ; and two horizontal links 
wP m!" are attached to the ends of each of these levers by a 
steel pin passed through them, with a small pin and washer 
at the end, to prevent its getting loose; the other ends of 
the links m" m!" being attached in a similar manner to a socket 
on the valve spindle l', which is guided at its end by an eye in 
a small pillar fixed on to the boiler. 

The eccentric-rods e" ef", taking hold of the bottom levers 
A" A'", make them move backwards and forwards with the 
eccentrics ; and the top levers I" connected with them by 
the weigh-bars t"t"', communicate the motion to the valve- 
spindles by means of the links m" m'" ; the levers A" and I" 
being of the same length, the motion of the slide-valves is the 
same as the throw of the eccentrics, or 3 inches, as before 
stated. The links allow for the oblique action of the top 
levers, which move in an arc of a circle, instead of a straight 
line, as the valve-spindle. The pins and eyes of the levers are 
all of steel, to diminish the wear, and are fitted very accurately, 
so as not to allow any shake when the motion is rapidly 
reversed at the end of each stroke, and that the slide may be 
moved the full 3 inches. The eccentrics are placed at right 
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angles to each other, that they may be both in the same 
relative position to the respective cranks ; and they are fixed 
in such a position, with regard to the crank, that the port is 
full open, or the slide at the end of its motion, when the 
piston is at half stroke. The eccentrics are, therefore, at 
right angles to their respective cranks, and they have to be 
fixed a quarter of a revolution behind the cranks, in order to 
move the slides as much in advance of the pistons ; because 
thejevers A" and 1" reverse the motion, so that when the 
slide has to be pulled back, the eccentric-rod must be pushed 
forward. 

Reversing Gear. — The eccentrics e' are placed so as to 
work the engine forward, and when the crank is down to 
cause the piston to be pushed back, and pulled forward when 
above the axle, and thus cause the wheels to turn round in 
the direction of the arrow, and propel the engine forward. In 
order to make the engine run in the opposite direction, two 
other eccentrics F* are necessary, which are placed exactly in 
opposite directions to the former ones, or at the extreme back 
position, when the former ones are at their greatest throw 
forward; their rods /"/"' have forks at the ends, similar to 
the other eccentric-rods ; and levers, n" corresponding to 
them, are fixed on the other ends of the weigh-bars *" 
exactly like the levers A" A'". The four eccentric-rods have 
pins fixed into them below the forks, and attached to the 
suspending- rods o" o", o'" o 1 " ; the two middle rods, o" o", for 
the working eccentrics, e', being connected at the top to a 
cross-head at the end of the horizontal lever p" 9 and the other 
two, o ,n o n, $ for the reversing eccentrics, forked at the top, and 
attached to the levers p'" p m , whieh extend in the opposite 
direction to the lever p". The lever p" is keyed upon the 
cross-shaft g", and the other two, //', upon another shaft 
q"', both extending to the side of the engine, and turning in 
carriages, like the weigh-bars F and having the vertical 
levers r" r'" fixed upon their outer ends. The levers r" r"' are 
connected by the link attached to both ; and one of them, 
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r", extends above the joint, and is attached to the end of the 
long bar tf", extending to the back of the engine, and con- 
nected to a similar lever u", upon a short shaft v", which is 
fixed on the frame at the side of the fire-box. On the outer 
end of this shaft v", and close to the hand-railing of the 
engine, is fixed the long handle to", which moves between 
guide-plates attached to the hand-rail ; the outer guide having 
a notch in the middle, to hold the lever to" in a vertical 
position, and another at each extremity of the passage between 
the guide-plates. 

In figs. 2 and 3 on the Plate, the lever to" is shown pushed 
over into the forward notch, pulling the levers r" r'" forward 
also by the bar t" and link causing the lever p" to be raised 
by the means of the cross-shaft g", and to pull up the ends of 
the eccentric-rods, e" e"', by the suspending-rods, o" o", mak- 
ing the notches in them take hold of the pins in the bottom 
levers, h' 1 'A'", of the weigh-bar. The two forward working 
eccentrics, e', are thus put into gear, and made to work the 
slides of the two cylinders, and cause the engine to be pro- 
pelled forwards. The other two lifting levers, jp'"|>'", are at 
the same time lowered by the lever r J " being pulled forward, 
letting down the rods/"/"' of the reversing eccentrics by the 
suspending-rods o'" o 1 ", so that their forks clear entirely the 
pins in the levers n" n"\ leaving them free to move with the 
weigh-bar, and in exactly opposite directions to the eccentric- 
rods ff below them. 

When the hand-lever to" is placed in the centre notch of 
the guides, or in a vertical position, as shown in fig. 1, the 
side levers r" r" ; are brought upright, and the lifting levers 
p"p"'p"' made horizontal; so that the ends of the middle 
eccentric- rods are let down, and the notches in them escape 
from the pins in the bottom levers of the weigh-bars ; and the 
outside eccentric-rod3, ff", are only raised into a similar 
position, and are still not in contact with the levers of the 
weigh-bars. The slides will therefore cease to be worked, 
although the eccentric-rods continue moving, and the engine 
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will not be propelled any more, as the steam continues press- 
ing upon the same side of the pistons. 

But when the hand-lever w" is pulled quite over into the 
back notch of the guides, the positions of the eccentric-rods 
are reversed; the outside lifting levers, p"p", being raised 
into the same position that the other lever, p', had before, and 
drawing up the ends of the rods /"/"' of the reversing ec- 
centrics f', to catch the pins in the levers n" n'" of the weigh- 
bar upon one of the inclined planes of their forks, and force 
them into the notches in the bottom of the forks. The re- 
versing eccentrics are thus brought into gear, and made to 
work the slides, causing the motion of the pistons to be re- 
versed by the steam being admitted on the opposite side of 
them, and making the engine run in the opposite direction to 
its former course ; the middle eccentric-rods e" e'" are at the 
same time lowered, as the outside ones were before, allowing 
the forks upon them to clear the pins of the levers k" k'". 
The engine can then be propelled forward again by putting 
the hand-lever over into its front position, dropping the rods 
of the outer reversing eccentrics out of gear, and drawing up 
the inner rods of the forward working eccentrics, to force the 
levers of the weigh-bars into the opposite positions by their 
forks, and take hold of the pins in them. 

The engine can thus be made to run either forward or 
backward by merely pulling the hand-lever uJ' forward or 
back ; and the handle is placed close to the engine-man, who 
stands behind the fire-box, so as to be readily moved : it is 
fixed so as to drop into the notches, and requires pulling out 
of them to shift its position, in order to prevent its jolting 
loose. The suspending-rods, o" o'", that support the ends of 
the eccentric-rods, have to be moved with the eccentric-rods 
in working, causing some friction to the engine : those rods 
that are in gear have to be held close up to the pins on the 
levers of the weigh-bars, that they may not get out of the 
notches in the eccentric-rods; and their motion does not 
exactly correspond with that of the pins in the levers of the 
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weigh-bars, from the suspending-rods taking hold below the 
notches of the eccentric-rods, and moving in an arc of a rather 
larger circle, causing a little additional friction from the sliding 
of the pins in the notches, though the amount of it is very 
small. To obviate this, the eccentric-rods are placed in some 
engines above the pins in the levers of the weigh-bars, with 
the forks and notches inverted, so as to drop down upon the 
pins and rest upon them when in gear, allowing the suspend- 
ing-rods to have a loose hold of them, as they do not require 
support. This plan is liable to the objection, that if the 
eccentric-rods should accidentally get loose, by the pins jolting 
out, they would all fall into gear, and cause the breaking of 
the machinery, as they move in opposite directions : but with 
the other arrangement, the eccentric-rods would in this case 
merely fall upon a rod that is fixed under them across the 
engine. 

This plan of reversing was first used by Messrs. Stephenson, 
and since adopted with different modifications by other makers. 
The former plan, in many locomotives, was to have the four 
eccentric- rods suspended above the levers of the weigh-bars in 
a similar manner to the last, but with notches only in their 
under side, so that they could not take hold of the lever-pins 
until they had moved along, and the notches coincided with 
the pins; the slides and levers being moved to the right 
position by means of two starting handles fixed on to the fire- 
box, and connected by rods and levers with the two weigh- 
bars ; and these starting levers were always moving with the 
slides. This plan is inferior to the other with the forked 
eccentric-rods, as the slides have to be set by the starting 
handles, as well as the eccentrics reversed, in order to reverse 
the engine ; though, when the engine is running, the first is 
not required ; but a considerable strain is then caused by the 
eccentric-rods suddenly catching hold of the pins, and bringing 
them into motion. 

The plan of driving the slides that was formerly much 
adopted, was by means of two eccentrics only, fixed together 
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at right angles to each other, and placed loose upon the centre 
of the cranked axle; their rods being connected with the 
weigh-bars, as in the other plans ; and a driver with a pro- 
jecting stud being fixed on the axle on each side, just clearing 
the eccentrics, and a hole made in each side of the eccentrics 
to fit the studs. The eccentrics could be shifted along the 
axle to either side by means of a lever, to make the stud in 
the driver on that side drop into the hole in the eccentric 
when it came opposite to it in revolving, and thus caused the 
eccentric to turn with the axle, and work the slides. The stud 
of the other driver was put on the opposite side of the axle to 
the corresponding hole in the eccentric; so that when the 
eccentrics were shifted to the other side by the lever, they had 
to stop for half a revolution before that driver caught hold of 
them, and were then fixed exactly opposite to their former 
position, and reversed the engine : in their intermediate posi- 
tion, when they touched neither of the drivers, they were 
stationary, and ceased to work the slides. This plan was 
inferior to those with four eccentrics, as it was not so certain 
in its action, and did not keep in order so well. 

Working of Slides and Piston. — As the slides are 
worked by eccentrics, they are not suddenly reversed in posi- 
tion at the end of each stroke, in order to let the steam on to 
the other side of the piston, and keep the steam-port full open 
throughout the stroke ; but are always in motion, and com- 
mence returning as soon as they have arrived at the end of 
their stroke. From this cause, they are obliged to have some 
travel, in order that the port may be full open for some time ; 
and after having fully uncovered the port, the slides move or 
travel a little further, not beginning to close the port again 
until they have returned over the travel. The motion is very 
varying, as the eccentric drives the slides most quickly at the 
middle of its stroke, corresponding to the ends of the strokes 
of the piston, where the quickest motion is wanted, to admit 
the steam for the next stroke ; the velocity of the slide dimin- 
ishing rapidly towards the ends of its stroke, where it stops 
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and retrogrades. Many contrivances have been tried in 
stationary engines for working the slides more suddenly, either 
by striking the spindle with tappets or projections on a mov- 
ing rod, or by means of different kinds of cams or eccentrics 
of irregular shapes : with these plans, travel of the slide would 
not be necessary, the port being full open nearly all the 
stroke. 

The piston and slides make two reciprocations or changes of 
motion during one revolution of the driving wheels; and as 
these are 5 feet in diameter, they make nearly four reciproca- 
tions per second when the engine is running at the rate of 
20 miles an hour, and eight reciprocations in a second when 
running at a little more than 40 miles an hour : the ordinary 
rate of working is about five reciprocations per second. This 
extreme rapidity causes every change of motion to produce a 
violent blow to the machinery, requiring that all the parts 
should be very well made and fitted together, in order that 
they may stand the work: the greatest strain is produced 
upon the fixing of the piston-rod into the piston, and upon 
the joints of the piston-rod and connecting-rod. The brasses 
in the crank end of the connecting-rod are not keyed up quite 
tight, but a very little play is left, allowing them just to shake 
when worked backwards and forwards, in order to prevent 
their heating by the great rapidity of the motion, and ex- 
panding by the heat, together with the crank-pin, making the 
joint very tight : they have sometimes expanded so much from 
the heating, in consequence of being keyed too tight, that the 
engine has been nearly stopped by the great friction occasioned, 
and the brasses have been broken to pieces. 

All the moving parts require a constant supply of oil to 
diminish the friction ; and oil-cups are fixed for this purpose 
upon all the principal moving parts, such as on the ends of the 
connecting-rods over the bearings, on each of the piston-rod 
guides, and over the piston-rod and the slide-valve spindle ; 
the piston is oiled by pouring oil into the cylinder by the cock 
in the cylinder cover, the bent end of the cock turning round 
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for the purpose. An oil-cup is shown, one-quarter the full 
size, in figs. 24, 25, and 26. Fig. 24 is a side elevation of it ; 

Fig. 24. Fig. 25. 




Fig. 26. 



fig. 25, a section through the centre ; and fig. 26, a plan of the 
top. The cup a is made of brass, and the cover b has a piece 
projecting from it, turning upon a pin in a socket c at the side 
of the cup a, and square at the end, resting upon a small 
spring at the bottom of the socket, to hold it either open 
or shut. An iron tube d is fixed into the foot of the cup, ex- 
tending to the top, and projecting through the bottom, where 
it is screwed, for the purpose of fixing the cup on to the part 
which has to be oiled. The hole into which the cup is screwed 
runs through to the rubbing surface ; and some cotton thread 
is put through the tube, dipping into the oil in the cup, and the 
other end touching the moving part; the thread acts as a 
syphon, and continually drops the oil upon the rubbing surface. 
The oil-cups were made at first without the tube or cotton 
thread ; but the oil was found to run out too quickly, and 
could not be kept supplied : loose cotton was then put into 
the cup, to prevent the oil running out so fast ; but the syphon 
cup acts much better, as it supplies the oil uniformly and 
gradually. The oil-cup on the crank end of the connecting- 
rod has so violent a motion, that it is almost impossible to 



Digitized by 



74 



WEAR OF PARTS. 



keep the cover shut, unless the spring is very strong : the 
covers are sometimes detached and screwed on, but they are 
then very liable to be lost ; and the best cup for that purpose 
is one without a loose cover, but with only a small hole in the 
top, to pour in the oil, and made funnel-shape inside, to pre- 
vent the oil jolting out of the hole. 

The faces of the slide-valves and the outside piston-rings are 
subject to considerable wear, from the pressure upon them and 
the rapidity of their motion ; but the wear is very much in- 
creased when the boiler is supplied with dirty water, priming 
much in consequence ; as the water which gets over into the 
cylinder carries particles of sand with it, which grind the rub- 
bing faces very quickly. The slides in the engine referred to 
in this description have just been removed, having lasted two 
years ; the old ones were worn down to less than £ of an 
inch thickness of flanch. The piston-rings are not yet worn 
out ; they usually last about three years. In another engine 
that had run upon a part of the works, where the water was 
very bad and sandy, the piston-rings were worn down to ± of an 
inch thick in 4 months. The cylinders get worn uneven in 
time by the friction of the pistons, and require re-boring ; 
about ^ of an inch is taken off by the boring, and they are 
bored out generally two or three times before they are worn 
out ; they wear usually for 4 years, before requiring to be re- 
bored, but the time varies much with the quality of the metal, 
it being necessary sometimes much sooner. 

A larger passage for the entrance of the steam i3 required in 
a locomotive than in a stationary engine, in proportion to the 
size of the cylinders ; as the piston moves quicker, and the 
steam has to be admitted proportionally quicker. The best 
velocity for the piston of a steam engine is given by Watt as . 
220 feet per minute ; and the area of the steam-port, so as to 
admit the steam to move the piston at that velocity with its 
full pressure, he gave as -^g- of the area of the cylinder. In 
this locomotive, the velocity of the piston when the engine 
is running at 20 miles an hour is 350 feet per minute nearly, 
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and at 40 miles an hour, nearly 700 feet per minute ; the usual 
velocity being about 440, or double of the velocity in stationary 
engines. The size of the ports is one-fourteenth of the cylinder, 
or rather less than Watt's proportion, which would be one- 
twelfth and a half, as the piston moves twice as fast : the 
steam-ports in some locomotives are made as large as one- 
eleventh, and in others only one-seventeenth of the cylinder, 
but one-fourteenth appears to be a very good proportion. 

The slide begins to open the steam-port a little before the 
commencement of the stroke of the piston, so that the steam 
is shut off from the piston and let on to the opposite side for 
the commencement of the next stroke, a little before the end 
of each stroke ; acting for this interval in opposition to the 
motion of the piston. This is called the "lead" of the slide, and 
it is made generally about ± inch, being produced by fixing the 
eccentrics a little in advance of the position at right angles to 
the cranks. It is found necessary to let the steam on to the 
opposite side of the piston before the end of the stroke, in 
order to bring it up gradually to a stop, and diminish the 
violent jerk that is caused by its motion being changed so very 
rapidly as 5 times in a second. The steam let into the end of 
the cylinder before the piston arrives at it, acts as a spring 
cushion to assist in changing its motion, and if it were not 
applied the piston could not be kept tight upon the piston- 
rod. A little lead of the slide is also necessary, that the steam 
may be admitted through the port into the cylinder, and be 
completely ready to begin the next stroke when the piston is at 
the end of the cylinder ; but so much is not necessary for this. 

The principal advantage gained by giving lead to the slide 
is in beginning to get rid of the waste steam before the com- 
mencement of the stroke, so that when the piston commences 
its stroke, there is but little waste steam before it to resist its 
progress, the steam beginning to be let out of the cylinder 
before it has driven the piston to the end of the -stroke. This 
is a very important point in a locomotive, as the resistance or 
negative pressure of the waste steam upon the piston is very 
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considerable, from the rapidity of the motion, which allows 
very little time for it to escape, and from the use of the blast- 
pipe, which obstructs its passage. The area of the extremity 
of the blast- pipe is only 5 square inches, while that of the 
steam-port is 8 square inches, requiring the velocity of the 
steam in the blast-pipe to be considerably greater than in the 
cylinder. The average negative pressure of the waste steam 
throughout the stroke is 6 lbs. per square inch when running 
at the usual rate of 25 to 28 miles an hour, and at greater 
velocities the negative pressure has been found to increase to 
double that amount, and even more. The effective pressure 
of the steam upon the piston at such high velocities is con- 
siderably below the full pressure of the steam in the boiler, as 
the steam cannot be supplied to follow up the piston so quickly 
with the full pressure, and the regulator has to be only par- 
tially opened, so as to throttle the steam and check its passage 
into the cylinders, which diminishes its pressure, as it has still 
to occupy the same space. The negative pressure of the waste 
steam amounts, for this reason, to 30 or 40 per cent, of the 
positive pressure of the steam upon the piston when the 
engine is running very fast, and the power of the engine is 
diminished nearly one-half. 

For this reason an advantage is obtained by letting out the 
steam before the end of the stroke, and the steam still exerts 
a very considerable pressure on the piston to the end of the 
stroke, so that the whole power during the stroke is very little 
diminished though the steam begins to be let out before the 
end, and the resistance of this pressure of the waste steam 
during the next stroke is saved : the lead given to the letting 
out the steam, or the eduction lead, is often made greater than 
the steam lead, to increase this effect. The steam is shut off 
a little before the end of the stroke in consequence of the lead 
of the slide, and acts expansively for that portion, saving so 
much of the steam, but diminishing the total power a little : 
the extent of this action is, however, very limited, as the piston 
is less than £ inch from the end of its stroke when the steam 
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is shut off. In stationary and marine condensing engines the 
steam has usually very little or no lead, but it is shut off at 
two- thirds or three-quarters of the stroke, giving a great 
amount of expansive action, and the eduction has a great deal 
of lead, the port being nearly full open at the commencement 
of each stroke. 

Feed-pumps. — The feed-pumps are fixed by means of 
flanches to plates, which are bolted on to the frame of the 
engine ; they are fixed on the outside of, and a little below, the 

Fig. 27. 




F g. 28. Fig. 29. 
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piston-rods, and exactly parallel to them. Each pump is worked 
by an arm, fitted on to the piston-rod ; it has a socket at the 
end, fitted on the piston-rod, and fixed by a small pointed screw 
tapped into it and bearing against the piston-rod : the arm is 
inclined obliquely downwards, so as to clear the guides of the 
piston-rod as it is moved backwards and forwards by the piston- 
rod, and attached at the outer end to the plunger of the pump. 
One of the pumps is shown in section in fig. 27, to the scale 
of 2\ inches to a foot. The barrel of the pump, a a, is made 
of cast iron, If inch in diameter inside, and -§- inch thick. 
b b is the plunger, 1|- inch in diameter, and made of a wrought- 
iron tube for the sake of lightness, plugged up at the inner 
end, and having a short rod keyed into the other end, which 
is fixed into the socket in the driving arm by a nut screwed 
on the end. The plunger b passes through a stuffing-box, c, 
at the end of the pump-barrel a, with a brass gland, d, 
attached by screws, e e, to the flanch of the stuffing-box. 
The plunger is turned truly cylindrical, to move water-tight 
through the stuffing- box, but the inside of the barrel of the 
pump is not bored, as the plunger does not touch it. 

A plug, f, is screwed into the other end of the pump, to 
afford a passage quite through for the convenience of fixing. 
Two short pipes, g g, are cast upon the end of the barrel a, to 
the lower one of which is bolted the tube l, having the piece i 
fixed below it ; both are of brass, and the piece i has a short 
tube cast on its side, with a screw made upon its outer end. 
h is the copper suction-pipe, having a brass collar soldered 
upon it with a thin conical end, which is fitted into the tube I, 
and held water-tight by the socket k, screwed on to the tube 
and bearing against the collar of the suction-pipe. 

The piece m, which is bolted upon the upper pipe G, is 
closed at the top by a cap, p, screwed upon it, and has a tube 
cast on it like the bottom piece, i, into which the end of the 
delivery-pipe, n, is fixed by the screwed socket, o, exactly 
similar to the suction-pipe, h. The delivery-pipe is bent 
round backwards, extending to the fire-box, where it is fixed 
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into a valve-box, in the same manner as the other end is fixed : 
the pipe has to be bent in this way, that the ends may be 
turned in the same direction, to allow them both to be screwed 
into the sockets, instead of having the screws at the two ends 
pulling against each other. This box contains another valve 
like those in the pump, and is fixed on to the fire-box, com- 
municating with the inside. The suction-pipes pass under the 
fire-box, and are connected at the end to the pipes that bring 
the water from the tender, being suspended by stays from the 
fire-box. 

In the pieces l and m are fixed the valves a and r, which 
are shown to double the scale in figs. 28 and 29, where t is 
the valve-seat, made conical and with a groove outside, to hold 
packing for fitting it water-tight when driven into its place in 
the pump. The valve, s, is a ball, turned and ground truly 
spherical, fitting water-tight into its seat in every position ; it 
is guided by the piece u u, screwed upon the valve-seat, and 
cut into four bars, to allow passage for the water. A pin, v, 
is screwed through the cap p, bearing upon the guide of the 
valve r, and fixed by a set nut, w, to hold down the valve-seat 
and prevent its being raised out of its place by the force of the 
pump : the lower valve-seat does not require holding, as the 
pressure is above it. 

The plunger b, fig. 27, is worked in and out of the barrel 
of the pump a, a distance of 18 inches, by the piston-rod, at 
each stroke, leaving a space behind it when drawn out equal 
to its bulk, which is supplied with water through the suction- 
pipe and lower valve, and the water again forced out through 
the upper valve and delivery-pipe into the boiler when the 
plunger is pushed in. The internal diameter of the suction 
and delivery pipes, and of the water-way in the valve-seats, is 
1 inch. The pump would force a quantity of water into the 
boiler at each stroke, equal to the. bulk of the plunger, for 
18 inches in length, if the suction-pipes were kept open; 
but the quantity is regulated according to circumstances by 
means of cocks fixed in the suction-pipes, the handles of 
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which extend upwards through the foot-board on which the 
engine-man stands, so as to be within his reach; and the 
closing these cocks causes the plunger to leave a partial 
vacuum behind it, and as the water cannot enter to fill it up, 
so much less water is forced into the boiler. In small force- 
pumps a plunger is preferable to a piston, because the barrel 
does not require boring out, as would be the case if a piston 
were used, and the packing of the stuffing-box upon the 
plunger is much more easily kept in order than the packing of 
a piston. 

The additional valve in the delivery-pipe acts in a similar 
manner to the upper valve of the pump, and it is used as a 
security in case the other valve should get out of order from 
any dirt getting on its seat and preventing its closing. The 
valves first used for the feed-pumps were mitre-valves similar to 
the safety-valves, but ball valves are now used instead, and are 
found to be much superior, as they are more free and certain 
in their action, from requiring no spindle to guide them, and 
keep in better order. The plungers cf the feed-pumps are 
sometimes attached to the cross-heads, which are prolonged 
outside of the guide-blocks for the purpose, instead of being 
worked by an arm fixed on the piston-rod, but in both plans a 
considerable strain is caused, as the pumps are so much on one 
side of the piston-rod. To prevent this strain they have been 
worked by eccentrics fixed upon the axle in some large engines, 
in which plan additional friction is produced by the eccentric, 
but the friction caused by the strain is quite avoided, and per- 
haps more than compensates for it. 

THE WHEELS, FRAMING, ETC., OF THE ENGINE. 

Wheels. — The wheels are of two kinds ; the two driving 
wheels, which are fixed on the crank-axle, are 5 feet in dia- 
meter and are flat on the edge ; the other four wheels, two of 
them placed towards the front, just behind the smoke-box, 
and the other two, at the back behind the fire-box, are 3 feet 
6 inches in diameter, and have a projecting rim or flanch upon 
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their edges, whieh runs against the inner side of the rails. 
Each pair of the small wheels is fixed upon an axle, as well as 
the large wheels; they are 3f inches in diameter, and the 
outer ends project beyond the wheels, turning in brasses in the 
frame of the engine. Upon these brasses the whole weight of 
the engine rests through the medium of the springs above 
them ; and all the weight is thus suspended by springs except 
that of the wheels and axles themselves, for the purpose of 
deadening the shocks that are caused in the rapid motion of 
the engine. 

The construction of the wheels is shown in figs. 30, 31, 32, 
and 33, to a scale of 1£ inch to 1 foot. Fig. 30 is a section 
through the centre of one of the small wheels, and fig. 31 is a 
cross section through the axle and nave ; figs. 32 and 33 being 
similar sections of one of the driving wheels, a a is the axle 
of each wheel ; the large one is 5£ inches in diameter inside 
the wheel, and the small one is enlarged to 4 inches ; the out- 
side bearing, b, of both, is of the same size, c c are the 
naves of the wheels, made of cast iron ; the large one is 18 
inches in diameter, and the small one 13 inches; the length 
of both in the centre, where they are fixed to the axle, is 1\ 
inches, and they are fixed by four keys, e e, each, driven into 
grooves cut in the axles and inside the naves. The wheels are 
entirely supported and held by these keys, as the naves do not 
touch the axle ; and by this means a firm and uniform bearing 
can be obtained, and the wheels can also be fixed truly at 
right angles to the axle and at the proper distance from each 
other. Hollows, e e, are cast in the naves between each of 
the keys, to diminish the metal. 

The rims of the wheels, f f, are of cast iron, 4^ inches 
wide and 2| inches deep ; they are cast with a groove round 
them on the outer side, to diminish the weight ; bosses, g g, 
are cast on the inner side, where the spokes are inserted. The 
spokes, h h, are wrought-iron tubes \ inch thick, and taper- 
ing from 2J inches to 2 inches in diameter, and they are cast 
in the nave and rim. The spokes are inclined to the plane of 
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the wheel, so as to come nearly to one face of the nave and the 
opposite face of the rim ; and they are inclined alternately in 
opposite directions, as shown in the figures, for the purpose of 
increasing the lateral strength of the wheels and preventing 
their bending and getting out of the vertical position with the 
great strains to which they are subjected. The spokes are 
laid in the moulds in which the wheels are cast, and the metal 
cast round them, the ends of the spokes being first plugged 
up ; and the spokes are covered at the ends with a composition 
of borax, which causes them to partially melt when the metal 
is poured in, forming so close and firm a joint that they never 
get loose. The rims of the wheels are cast first, and allowed 
to remain for about three-quarters of an hour before the naves 
are cast, because they contract much more in cooling than the 
naves, being of a much larger diameter, tending to force the 
spokes nearer to the centre ; and if the naves were cast at the 
same time, the spokes would be prevented from approaching 
the centre, and there would consequently be a very great strain 
upon them, and the metal in the rims would not «set firm, from 
cooling in a state of tension, and would be liable to break with 
any blow ; but by allowing the rims to set before the naves 
are cast, this action is prevented. 

i i are the tires of the wheels ; they are made of wrought 
iron rolled into the required shape, with the ends welded to- 
gether; the plain one, for the driving wheels, is 5 J inches 
wide, and the flanch-tire, for the small wheels, A\ inches wide. 
Sections of the two tires are given in figs. 34 and 35, half of 
the real size; they are both made slightly conical, being 
tapered from If inch to 1£ inch thick ; and the flanch pro- 
jects 1£ inch, and is J inch thick at the edge, and 1 inch 
thick at the base. The rims and tires are both turned, and 
the tires are heated when put on, and contract in cooling, so 
as to hold firmly on the wheel : great care is required in fitting 
them, that they may not be loose upon the wheels, nor shrunk 
too tight, so as to injure their texture. They are held in their 
places by three bolts with countersunk heads in the tires, and 
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Fig. 34. 




Fig. 35. 

nuts screwed on against the inner side of the rims. The tires 
are turned when fixed on the wheels, to make them truly cir- 
cular, and to make the two in each pair exactly alike. 

The flanch-wheels, like the wheels of all railway carriages, 
require to be made a little conical, in order to prevent the 
flanches being continually in contact with the rails, and rub- 
bing against them, which would cause a great deal of friction ; 
as a wheel, when running towards one side and bringing the 
flanch in contact with the rail, will bear upou a larger circum- 
ference than the other wheel, and will tend to run towards the 
opposite side, and make the wheels central again : the flanches 
Are thus hardly required on a straight line, and only necessary 
upon sharp curves, to keep the wheels from running off the 
line. The rails are laid inclined a little, so as to fit the conical 
wheels ; and for this reason the driving wheels have to be 
made also conical, although they have no flanch. The driving 
wheels are made without flanches, that they may always have 
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firm hold on the rails, as a flanch on the inner one, when the 
engine is turning round a curve, would be forced against the 
inner rail, and would interfere with the bearing of the wheel, 
and cause friction ; and flanches upon the front and hind 
wheels are sufficient to keep the engine upon the rails. For 
the improvement of making the middle driving wheels without 
flanches, Mr. Stephenson obtained a patent. 

The wheels of the first engines were made entirely of cast 
iron, but it was found difficult to make them sound, in conse- 
quence of the unequal contraction in cooling, and they were 
too brittle to bear the shocks produced in running fast ; the 
cast iron was also found to be too soft, and to wear in a groove 
on the edge with running on the rail ; and the driving wheels 
could not be case-hardened, as the others were, from its 
diminishing the adhesion upon the rails. Wheels with wooden 
spokes and rims and wrought -iron tires were tried on the 
Liverpool and Manchester Railway, and found to wear better, 
being more elastic ; and flat wrought-iron spokes were then 
tried. The wheels with tubular spokes, and cast-iron rims 
with wrought tires, are now very generally used, and wear very 
well, lasting two or three years ; the driving wheels being sub- 
ject to the most wear, in consequence of the slipping to which 
they are liable. The tires squeeze out at the sides as they 
wear, and when worn out are replaced by new ones ; they are 
now made wider, the flanch-tires being 6 inches, and those of 
the driving wheels 7 inches, in order to prevent squeezing out 
at the sides, which is the greatest cause of their wearing out. 
The cast-iron rims are rather objectionable, from their brittle- 
ness, as they have to run with so great a velocity ; and to 
obviate this, some engines have wheels with wrought-iron 
rims, to which the spokes are fixed by rivets, having the tires 
shrunk upon them : this construction is considerably more ex- 
pensive, though very durable. 

All the earlier locomotives on the Liverpool Railway were 
made with only four wheels ; the third pair of wheels, placed 
behind the fire-box, were since added ; but six- wheeled engines 
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are now in general use, and on most railways none others are 
used. In the earlier engines the fire-box was considerably 
smaller than the present size, and that end of the engine 
behind the crank-axle was but little heavier than the other end 
before the front axle, so that the engine was nearly balanced 
upon the axles, and ran steadily along. 

The hind wheels in the six- wheeled engines support the fire- 
box, and prevent the pitching motion to which four-wheeled 
engines are liable. The springs over their axle are hung very 
light, so that in the ordinary state of the engine they only just 
bear against the frame, and take scarcely* any weight away 
from the driving wheels, but they serve to catch the weight in 
the oscillations of the engine, and prevent that overbalancing 
which causes the pitching motion. The weight on the rails at 
these wheels is, therefore, only that of the wheels and axle, or 
about I J ton when the engine is empty ; and, when filled for 
working, the weight is about 2 tons, making the total weight 
of the engine 1 2 tons when full. The weight of the engine 
when empty is 10 tons, and that of the driving wheels and 
axle is about 1 J ton, of which the cranked axle has nearly ^ 
of a ton.* 

When an engine is required for heavy work, as for carrying 
goods, and the adhesion of four wheels must be made use of 
for propelling it, the front wheels are made of the same size as 
the driving wheels, and coupled with them. The cylinders 
have then to be placed lower, and inclined upwards towards the 
cranked axle, in order that the piston-rods and guides may 
clear the front axle, as that is raised up to a level with the 
cranked axle and the former position of the piston-rod, by the 
wheels being of equal size. The driving wheels are in this 
case sometimes made less than 5 feet, in order to increase 
the power of the engine, as the diminishing of the diameter 
of the wheels diminishes the leverage of the load upon the 

* It must be remembered tbat the weights here quoted, and also the 
sizes of wheels mentioned in the following paragraph, refer to the practice 
of the particular period described in the text. 
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engine, or increases the leverage of the engine in moving 
the load. But the speed of the engine is diminished in the 
same proportion, as the smaller wheels will advance a less dis- 
tance than the larger ones in the same number of revolutions ; 
but this is not material in the carrying of heavy goods, as so 
great a speed is not required for them. In order to enable the 
engines to run faster, without having to make more strokes in 
the same time, the size of the wheels has been increased, and 
a great many are now made with 6-feet driving wheels : the 
size of the cylinders has also to be increased to supply the 
increased power that is required, and they are made 13 inches 
diameter, with the same stroke, 18 inches. 

Outside Framing, &c. — The principal or outside frame 
is placed along the sides of the engine outside the wheels, and 
across the ends, serving to support the whole engine, which is ■ 
firmly fixed to it. It is made of good tough ash plank ; the 
side pieces are 3 inches thick and 7 inches deep, and covered 
on both sides with sound wrought-iron plates, £ inch thick, 
fixed on by a number of iron bolts : the best plates are termed 
Low Moor plates. The side pieces are mortised into the end 
pieces of the frame ; that in front of the engine being 5 inches 
thick, and 13 inches deep : angle pieces of iron are bolted on, 
to strengthen the corners inside and out. The outside length 
of the frame is 17 feet, and the width 6 feet 4 inches. The 
boiler, fire-box, and smoke-box are fixed to the side frames by 
strong wrought-iron stays, 4£ inches wide, and half an inch 
thick. The stays, for the smoke-box and fire-box, consist of a 
horizontal piece, bent downwards at right angles at the inner 
end, and riveted to the side plate of the fire-box or smoke-box, 
and resting at the other end upon the side frame ; the other 
inclined piece is welded on to< it at the outer end, the two being 
bolted down to the frame, and it is riveted, like the other piece 
at the upper end, to the plate : the inner ends of both that are 
riveted to the fire-box and smoke-box are made T-shaped, and 
12 inches wide. The stays for the boiler are made and fixed 
in a similar manner ; they are longer, in order to reach the 
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boiler, and have a ring of the same sized iron inserted in them, 
touching the horizontal and inclined pieces of the stays and 
the sides of the boiler, and riveted to each of them. 

Wrought-iron plates, of an inch think, are bolted on to 
each side of the frame at the axles, and called the axle-guides, 
serving to hold steadily the boxes that contain the brasses 
bearing on the axles, and to guide them when they slide up 
and down from the play of the springs. A piece inches 
wide is cut out in the middle of each for the axle-box to slide 
in. These axle-guides have to resist all the strain of the 
wheels, and those of the driving wheels have to bear the whole 
force of the engine, which is moved along by the axle of tbf 
wheels. They are therefore strengthened by lj-inch rods 
fixed between each of them, with sockets across their ends, 
fitting between the two axle guide-plates, and fixed to them by 
bolts passed through both : the extreme rods are fixed to the 
end frames of the engine ; the axle-guides for the small wheels 
have also bolts fixed through the bottom. 

The axle-boxes in which the axles turn are all alike, and are 
shown to the scale of 2\ .inches to a foot, in figs. 36, 37, and 
38. Fig. 36 is a section along the centre of one of them, 
fig. 37 is a cross section, and fig. 38 a plan of the top. a a is 
a cast-iron box, open at the bottom and the inner side, and \\ 
inches wide, so as to fit into the opening in the axle-guides. 
A hollow, b b, is cast in the top of the box a a, for the pur- 
pose of holding oil to supply the bearing, and in it is cast the 
socket c, in which the end of the spindle attached to the 
spring rests. The inside of the box is octagonal at the top, 
as shown in fig. 37, and has the brass piece d d fitted into it, 
which is turned out in the inside, to fit the end of the axle, 
reaching down to the centre, and having a small projection, e, 
on each side, which fits into a corresponding notch in the sides 
of the box a a, and serves to hold the brass steadily. Two 
thin brass tubes, ff, are screwed into the brass, and pass 
through holes in the top of the box a, projecting up into the 
hollow b, containing oil, and cotton thread is put into them, 
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Fig. 38. 



dipping into the oil and touching the axle at the other end, 
acting like a syphon in furnishing a constant supply of oil to 
the axle, as in the oil-cups before described. The bottom is 
closed by the cast-iron piece G G, made tapering to fit closely 
to the sides of the axle-box, and held in by the bolts h, and 
hollowed in the inside so as to clear the axle, the position of 
which is shown by the dotted lines. A piece, 1 1, is cast on 
each side of the box, projecting half an inch, which fits exactly 
between the two axle guide-plates, and slides between them, 
as shown in the plan, fig. 38, where kk is a horizontal section 
of the axle-guides ; ll are pieces of iron plate bent so as to 
fit accurately between the plates k k, and bolted to them ; the 
faces of the pieces 1 1 bear against them, and they are both 
made true and smooth, so as to allow the axle-box to slide up 
and down easily and without shaking. The top of the box is 
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covered by a piece of sheet-iron, with a hole in it for the 
spindle of the spring, in order to protect the oil. 

The springs are made, as usual, of separate steel plates: 
those for the driving wheels, are the strongest, consisting of 
thirteen plates, 4 inches wide, and inch thick ; the other 
springs are 3 inches wide, the front ones having twelve plates 
and the hind ones eight. The four small springs are placed 
under the outside frame, and their ends rest in sockets fixed 
to the frame, and are kept in by bolts put through the sockets. 
The larger springs are turned over at the ends, and take hold 
of short bolts, having links fixed on them, the lower ends of 
which are fixed to cross-heads on bolts, which are put down 
through holes in the side frame and fixed by nuts underneath. 
A square iron socket is fitted on to the centre of each spring, 
and has a steel pin, 1£ inch in diameter, fixed into its under 
side, the lower end of which rests in the socket on the top of 
the axle boxes, (c, figs. 36, 37, and 38,) and thus the frame 
which bears the whole weight of the engine is supported by 
the ends of the springs, which rest at their centres upon 
the axles of the wheels. The bearing pins of the middle 
springs pass through holes in the side frame, which serve 
to steady them when playing up and down ; other pins are 
fixed in the upper side of the sockets on the other springs, 
which pass through holes in the frame above for the same 
purpose. 

At the ends of the part of the frame in front of the engine 
are fixed the buffers ; they are strong leather cushions stuffed 
with horse-hair, and are placed there for the purpose of 
deadening the shock of any collision with another carriage 
Buffers are fixed upon each end of carriages of every descrip- 
tion that run upon a railway, being all fixed at the same height 
and distance apart, in order that they may be the only parts 
of the carriages that ever touch each other: those on the 
engines are sometimes made with a large spiral spring inside, 
that their action may be more perfect. In the centre of the 
end frame is fixed a strong chain and hook, for attaching the 
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train of carriages when the engine is running backwards, a 
small iron plate being placed on each side of the frame for the 
bolt that holds the chain to be fixed against. A strong staple 
is also fixed into the frame on each side of the chain, as an 
additional means for attaching the train. The foot-board 
upon which the engine-man stands rests upon cross pieces of 
wood that are fixed to the piece of the outside frame at the 
back of the engine, and supported at the other end by a plate ; 
a hand-rail is fixed on each side of the foot-board as a guard, 
and to one of these the guides for the hand-lever are attached. 
Two pieces of iron plate are placed across the back of the fire- 
box, and bent at right angles along one side, forming a flanch 
which is riveted to the back plate of the fire-box ; they are 
also fixed at the ends to plates which are riveted on to the 
sides of the fire-box. Through the centre of the cross plates 
the draw-pin, 1| inch in diameter, is put, resting by its head 
on the top plate, and held *by a key put through it under the 
bottom one ; a socket is fitted on to it, having a pin projecting 
from it on each side, on which is fixed one of the links, which 
are attached in a similar manner at the other end to another 
socket, connected to iron bars fixed on the tender by a pin 
passed through them all : this pin is held by a key under- 
neath, and is taken out when the tender is required to be dis- 
connected from the engine. The socket on the draw-pin is 
supported by a small ring fixed by a set nut, and the link can 
by this means be readily adjusted level, so as to pull without 
side strain when the height is altered from the use of another 
tender or other cause. The draw-links are left free to move 
in any direction, in order to allow for the play of the springs 
of the engine and tender, and the oblique direction of the 
pulling round a curve ; when they are disconnected from the 
tender, they can also drop down upon the edge of the plate. 
The draw-pin is required to be strong, to resist the great strain 
to which it is subjected ; it is most strained when running 
down a considerable inclination, as the engine is not then con 
stantly pulling, but the train often pushes against it, and a 



92 



INSIDE FRAMES. 



continued succession of violent jerks on the pin is produced 
in opposite directions. 

Inside Frames. — Four wrought-iron, frames are fixed be- 
tween the smoke-box and fire-box, to aiford additional strength 
to the engine by securing firmly the back plate of the smoke- 
box in which the cylinders are fixed, and which has to bear 
the whole strain of the working of the engine. These inside 
frames have also bearings in them for the cranked axle, and 
hold it steadily against the action of the connecting-rods, by 
which it is strained alternately in opposite directions. The 
frames are 3| inches deep, and f inch thick ; they are attached 
to the smoke-box and fire-box by means of T-shaped pieces of 
iron, which are riveted on to their inner and side plates, and 
are bolted to the ends of the frames ; the two middle frames 
are made to approach each other, and are welded together at 
the back end, so that there are only three bearings on the 
cranked axle. On to the four frames are fixed the piston-rod 
guides, by means of pieces of angle iron, as before explained. 
The frames have to be inclined upwards towards the fire-box, 
in order to pass above the cranked axle. 

The construction of the inside bearings of the cranked axle 
is shown in figs. 39, 40, 41, and 42, to the scale of 1| inch to 
the foot. Figs. 39 and 40 are side and end elevations ; fig. 41 
is a horizontal section through the centre of the bearing, and 
fig. 42 a plan of the top. The frame a a is increased at the 
bearing to 2\ inches thick, the upper part b is 1 1£ inches 
wide, and the lower part is formed into a fork,*cc, 10 inches 
long, the sides tapering \\ inch in width. A tube, d d, is 
fitted between them, having a bolt passed through it, by means 
of which the two sides of the fork are held firmly together. 
Two iron wedges, B e, are fitted accurately to the sides, so 
that their inner faces are parallel to each other, and will 
remain parallel when moved up and down. Each side, cc, 
has a small projection on its inner side, fitting into a corre- 
sponding groove in each wedge, as shown in fig. 39, to guide it 
when moved, and a bolt, f, is carried upwards from each of 
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Figs. 41 and 42. 

the wedges, e, through the upper piece, b, having a nut 
screwed upon it at the top ; the holes for the bolts are made 
oblong, to allow for the lateral motion of the wedges when 
they are screwed up. The two brass bearings, g g, are inserted 
between the wedges, having flanches on each side fitted on the 
faces of the wedges ; they are 3 inches wide, and bored out to 
5 inches diameter, to lit the cranked axle. One of the brasses, 
G, overlaps the other, which is fitted steadily into it, but not 
quite touching at the ends. They are made to close upon the 
axle by screwing up the two wedges, e e, thereby forcing the 
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two brasses nearer together, and they are then free to slide up 
and down between the wedges to allow for the play of the 
springs, which affects the engine only, and not the axle, and 
are readily tightened up, as they wear from friction, by screw- 
ing the wedges up further. 

The cranked axle is thus steadied against the horizontal 
force of the connecting-rods, which is the greatest strain that 
it is subjected to ; but it can have no vertical support, in con- 
sequence of the play of the springs. A shoulder is made on 
the bottom of the nuts on the bolts f, and cut into teeth, as 
shown in the plan, fig. 42, which catch the ends of a small 
spring, h, fixed by a screw in the middle. This prevents the 
nuts from turning round and getting loose with the great jolt- 
ing to which they are subject, the spring having to be forced 
out from each tooth in succession to let the nut turn ; and 
though this does not impede the screwing up of the nuts, it is 
sufficient to prevent their getting loose. The same contri- 
vance is applied to all the nuts in the engine that are used for 
the adjustment of some moveable part, as those in the glands 
of the piston-rod and slide-valve spindle, as these nuts are not 
screwed hard up so as to keep them fast. 

Some engines with four wheels are made without the out- 
side frame, and also have not the inner ones ; and, instead of 
them, a strong iron frame is placed immediately within the 
wheels, bearing upon the axles, and having the whole engine 
resting upon it : this gives the engine a lighter appearance, as 
the wheels are quite on the outside. But the outside frame 
adds considerably to the stiffness of the engine, and is of great 
utility in that respect, particularly when the engine gets 
thrown off the line, as happens occasionally ; when the outside 
frame serves materially to protect the machinery. It has also 
an advantage in enabling the engine-man to have access to any 
part of the engine whilst it is working, as the wheels and the 
space between them are covered over by the splashers, and 
can be readily passed over : this is very useful, as the working 
parts frequently require examining and replenishing with oil 
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whilst running. The friction is less when there is no outside 
frame, as there are but two bearings on the cranked axle in- 
stead of five ; but they have to be the full size of the axle, as 
they are inside the wheels, which much increases the friction 
of each, and renders the whole friction but little less than in the 
other plan : the axle is also not held so steadily as with the 
middle inside bearings. 

Whistle. — A steam-whistle is used for the purpose of giv- 
ing warning of the approach of the engine when running ; the 
construction of it is shown to £ size in figs. 43 and 44. It is 



Fig. 43. Fig. 44. 




all of brass, and the foot, a, is cast hollow, with a flanch, b, at 
the bottom to bolt it upon the fire-box : it has a cock, c, 
placed in it, with the handle, d, and screw, e, to keep it tight; 
the handle projecting out to allow firm hold to be taken of it. 
The cup, f, is fixed upon the foot, a, by screwing the piece g 
upon it, and both are turned truly at their outer edges, leaving 
a very narrow passage, i i, 4 inches in diameter, between them 
all round. The piece g is hollow, having holes, h, in its 



Digitized by 



I 



96 THE TENDER. 

sides ; and a pillar, k, stands upon its centre, on which is 
screwed the bell, l t,, the thin edge of which is brought just 
over the opening, i, and \ an inch above it. When the cock 
is opened, the steam enters the cup, f, through the holes, h, 
and rushes out at the narrow slit, i, striking the thin edge of 
the bell, l, in a similar manner to the action in organ-pipes, 
and producing an exceedingly shrill sound : some holes, m, 
are made in the top of the bell, to allow the steam to pass 
freely through, which improves the sound considerably, The 
cock is required to be steadily opened, to adjust the quantity 
of steam, so as to produce the clearest sound. The steam- 
whistle is very effective, aud its sound can be heard at a great 
distance. 

THE TENDER. 

The tender is attached behind the engine and close to it ; it 
contains a tank of water for supplying the boiler, and has a 
space in the middle filled with coke for feeding the fire. 
• Framing. — The side frames are made double, with dia- 
gonal bracing pieces inside them, and are connected by strong 
pieces at the ends. The floor is supported by diagonal 
and cross pieces, which are fixed into the sides and ends, 
and the joints of these pieces are strengthened by iron 
plates ; the plate in the centre extending along each of them. 
An iron bar is fixed upon the bottom along the centre, and 
another bar bolted to it underneath at the front, the two pro- 
jecting beyond the front, and having holes in their ends 
through which a pin is passed, to connect the socket at the 
end of the drawing links of the engine. A chain and hook are 
fixed on to the other end of the draw-bar, for the purpose of 
attaching the train of carriages : in this end of the bar a large 
square socket is made, and is fitted upon the middle of the" 
long spring. The buffers are faced with leather cushions, and 
fixed upon iron spindles which pass through holes in the 
centre of two blocks of wood that are bolted upon the end of 
the frame : and the spindles have sockets in the outer ends, in 
which the ends of the long spring rest ; and when the buffers 
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strike against those of another carriage, they press against the 
spring, which yields and reduces the shock of the collision. 

Wheels. — The tender runs upon four wheels, 3 feet in 
diameter, which turn in the space between the pieces of the 
side frames ; they are made with flanches, and are similar to 
the small wheels of the engine. The wheels are keyed upon 
the axles, which are 3£ inches diameter, and turn at their 
outer extremities in axle-boxes similar in principle to those of 
the engine ; the axle-guides consist only of a single plate, each 
J inch thick, bolted on to the inside of the outer pieces of the 
frame, and the axle-boxes have grooves cast in their sides, into 
which the edges of the axle-guides are fitted. The springs are 
fixed down upon the top of the axle-boxes by two bolts, made 
each into a large eye at the upper end, which fits upon the 
spring, and the ends of the springs rest in sockets fixed upon 
the under side of the outer piece of the frame. The tenders 
for the largest engines are often placed upon six wheels, to 
diminish the weight upon each wheel. 

Tank. — The water tank is made of wrought-iron plates 
$ inch thick, riveted together and joined at the corners by 
angle iron ; it is of a horse-shoe shape, 9 feet long, 6J feet 
wide, and 2\ feet deep. It is supported upon the side and 
end frames and a cross piece in the middle, and is held in its 
place by pieces of strong angle iron fixed on to the frame and 
standing up to hold the front and back ends. The top of the 
tank is covered with a board, having sides of iron plate fixed 
upon it ; and a raised part is made at the back, divided into 
three portions, covered with lids on hinges ; the middle one 
containing an opening into the tank, 12 inches square, sur- 
rounded by iron plate brought up to the top, for the purpose 
of supplying the tender with water. The other spaces on 
each side are used as tool-boxes for holding the different 
articles that are constantly in requisition on the engine. A 
copper pipe is fixed underneath each end of the tank, com- 
municating with it, and passing through the floor, having a 
cock in it to close the pipe when disconnected from the engine. 

p 
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The hose-pipes that are attached to the suction-pipes, for the 
feed-pumps of the engine, are connected with them by screwed 
sockets or union joints, which can be readily unfastened when 
the tender has to be separated from the engine. The hose- 
pipes are made of leather or Indian rubber cloth, with a spiral 
spring inside, to keep them open, like the suction-pipes of 
fire-engines ; a flexible pipe being necessary to allow for the 
variations of motion between the engine and tender. There is 
used sometimes, instead of the flexible hose, a metal pipe with 
a double ball and socket and a sliding joint, to allow motion 
in every direction: this has the advantage of not requiring 
repairs so often as the hose. 

Coke. — The middle space of the tender is occupied with 
coke, the front end being made level with the foot-board of 
the engine, and a board fixed inclining from thence down to 
the floor, for the convenience of taking up the coke with a 
shovel to throw it upon the fire : the bottom and sides are 
covered with sheet-iron. 

The Brake for stopping the wheels consists of two wrought- 
iron frames hung by pins from the side frame of the tender, 
and having blocks of wood fixed on to them, that are cut to 
fit the circumference of the wheels. A flat iron wedge fits 
into grooves in the two frames, and is continued up by a rod 
to the top of the tender, passing through a strong iron piece, 
and having a double handle screwed upon it. By screwing 
down the handle the wedge is drawn gradually up, and the 
two brakes are separated from each other, pressing the wood 
of each very forcibly against the wheels until they are stopped, 
if necessary. This brake is used to stop the engine and train 
quickly, and others are also used on the wheels of some of the 
carriages in the train : the brakes are of many different con- 
structions, but this one is very simple and convenient, and has 
great power. A step and a handle are fixed on to the tender 
on each side, for the convenience of getting upon it or upon 
the engine. 



Digitized by Google 



HISTORY SINCE 1838. 



99 



HISTORY OF LOCOMOTIVE ENGINES SINCE THE YEAR 1838. 

The clear and complete description of Mr. Stephenson's 
six-wheel engine just given, and which is, with only slight 
alterations and omissions of references, the same as prepared 
by Mr. W. P. Marshall (Secretary of the Institution of Me- 
chanical Engineers), explains the construction and use of most 
of the essential parts of the improved locomotive engines even 
to the present time, while it is to be esteemed as a most full 
and authentic account of the large class of engines in use in 
the year 1838, and built from the same pattern. 

Up to the year 1839, thirty-seven six- wheel engines appear 
to have been put on the Liverpool and Manchester Railway, 
the driving wheels being 5 feet in diameter, and the four car- 
rying wheels 3 feet 6 inches. The cylinders of some of these 
engines had been increased to 14 inches diameter, and the 
stroke to 20 inches. The weights of the engines, in working 
order, had grown to more than 15 tons in some cases, while 
their speed and power had been so greatly advanced that 
their average duty was to draw loads from 150 to 188 tons at 
20| miles per hour. Their consumption of coke in perform- 
ing this duty varied from '26 to '34*. per ton per mile. 
Loaded to the extent of 25 tons, these engines attained about 
30 miles per hour, and consumed from '885 to 1*3 tb. of coke 
per ton per mile. The quantity of water they evaporated for 
each pound of coke consumed, varied from 6 to 7 5 ibs. 

On the Great Western Railway, the increased gauge of the 
line (or width between the rails, 7 feet), and heavier carriages 
and loads to be impelled, at once afforded the means of intro- 
ducing wider and more powerful engines than on the ordinary 
gauge (4 feet 8£ inches), and rendered this accession of power 
necessary. Forty locomotives were supplied on this railway to 
the year 1840, and all of these, excepting one only, had six 
wheels. The driving wheels of these engines varied from 6 to 
10 feet in diameter, and the carrying wheels from 3 feet 6 
inches to 4 feet 6 inches. One of these engines, named the 
"Morning Star," (built by Messrs. R. Stephenson and Co.,) 
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had cylinders of 16 inches stroke and 16 inches diameter. 
The boiler was 8 feet 6 inches in length, 4 feet in diameter, 
and contained 169 tubes of If inch diameter, exposing an area 
equal to 648 feet to the contact of the heated air. The fire- 
box, 3 feet 5£ inches long, 4 feet wide, and 3 feet 10 \ inches 
high over the fire-bars, provided a surface for the action of 
the fire equal to 68£ superficial feet. The weight of the 
" Morning Star " in working trim was described as being 1 2 
tons, 12 cwts., and 2 qrs. The duty of the "North Star," 
another similar engine, built by the same engineers, was re- 
ported at 184 tons load, exclusive of engine and tender, at the 
rate of 32£ miles per hour, for a distance (London to Maiden- 
head) of 22£ miles. 

The London and Birmingham Railway retained the use of 
four-wheeled engines till the year 1845, the locomotive super- 
intendent of the line, Mr. Edward Bury, deeming them pre- 
ferable to six-wheeled engines. The advantages of the former 
were described by Mr. Bury to be as follow: — "The four- 
wheeled engine is less costly than that on six wheels ; it can be 
got into less space; is much lighter, and therefore, requires less 
power to take it up the inclines, and consequently leaves more 
available power to take up the train ; is safer, as it adapts itself 
better to the rails, not being so likely to run off the lines at curves 
or crossings; is more economical in the working, there being fewer 
parts in motion, and less friction; those parts of the machinery 
which are common to both plans are more easily got at in the 
four-wheeled engine ; the buildings and turntables are not 
required to be on so large a scale ; as there are fewer parts in 
the four-wheeled engine, fewer tools, as lathes, drills, &c, are 
required ; having fewer parts to be deranged, stoppages are not 
so likely to take place on the journey." Experience, however, 
was demonstrating, that, for high speeds, great loads, and 
severe gradients, four-wheeled engines were not so advanta- 
geous as those on six wheels ; and when Mr. Bur/s superin- 
tendence of the department ceased, the latter description of 
engine became adopted on the London and Birmingham Rail- 
way, as it had long previously been, for general passenger 
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traffic, on most other railways. In August, 1845, the stock of 
engines on the London and Birmingham consisted of 89 four- 
wheeled and 1 six-wheeled. The four-wheeled engines had 
cylinders from 12 to 14 inches in diameter, and 18 inches 
stroke ; the driving wheels, 5 feet 6 inches to 6 feet diameter ; 




I— — 1 


■ — 


N 







JbTDflOoOoOCOOOOOOOO 




and the usual weight of the engines, when charged, was from 
10^ to \2\ tons. The largest four-wheeled engines had 14 
inch cylinders, and weighed 13 tons empty. The six-wheeled 
engines of that period may be illustrated by figs. 45 and 46^ 
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Fig. 46. 



1 



which represent the side elevation and cross section of one of 
the best description. 

The railway between Bir- 
mingham and Gloucester hav- 
ing been constructed with a very 
steep gradient, the "Lickey" 
Incline, of which the inclina- 
tion for a length of 2 miles and 
2-35 chains is 1 in 37, some 
locomotive engines for working 
the traffic up this incline were 
ordered from Philadelphia. 
These engines had a pair of 
driving wheels 4 feet in dia- 
meter and 4 front wheels, 2 feet 
6 inches in diameter, attached to 
a "bogie" or swivel frame un- 
der the smoke-box, the wheels 
being thus attached with a view 
of enabling the engine frame 
to adapt itself to curves. The 
cylinders were inclined in posi- 
tion, 10£ inches diameter and 
18 inches stroke. The boilers 
had 78 tubes of 2 inches outside diameter, and 8 feet in length. 
These engines weighed about 8 tons when empty, or 9£ tons 
when charged. Converted into tank engines, their weight was 
augmented to about 14 tons. Their usual performance up the 
" Lickey" was 33 tons at 12 to 15 miles per hour ; 39£ tons 
at 10 J miles; or a maximum load of 53£ tons, at 8§- miles. 
On the Grand Junction Railway, Captain Moorsom reported 
that some of the American "bogie" engines propelled loads of 
100 to 120 tons, on an incline of 1 in 330, at 14 to 22| miles 
per hour ; or on an incline of 1 in 177, at 10 to 14 miles per 
hour. The mean of seven journeys from Birmingham to 
Liverpool, with gross loads of about 100 tons, showed a 




sumption of 50 lbs. of coke per mile, and an evaporation of 
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4-27 lbs. of water per pound of coke. A "bogie" engine of 
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improved character is represented in fig. 47, in which the 
cylinders, &c, are shown in section. 
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The history of the locomotive engine having been thus 
sketched to about the year 1840, reference may be made to 
the Plates illustrating this part of the subject, and numbered 
I. to VII. in the accompanying Atlas of Plates.* 

On Plate I. fig. 1 represents a six- wheel engine, with in- 
side cylinders, adapted for the ordinary or 4 feet 8-j- inches 
gauge, and for passenger traffic. In this engine the wheels 
are not coupled. The cylinders are enclosed in the lower part 
of the smoke-box, and the power is communicated directly 
from the piston-rods to the connecting rods, keyed on the 
cranks of the axle of the middle or driving wheels, which are 

5 feet 6 inches in diameter, the four carrying wheels being 3 
feet 6 inches. The general arrangements of this class of engine 
are very similar to those of Messrs. R. Stephenson's engine 
already described in detail, and illustrated so copiously with 
wood-cuts in our previous pages. These engines may be dated 
about the year 1838, when they constituted the ordinary form 
of six-wheel engines. On the same Plate, fig. 2 represents a 
six-wheel engine with outside inclined cylinders. The speci- 
men here exhibited was built in 1839, by Messrs. Stirling and 
Co. of Dundee. The driving wheels were 5 feet, and the car- 
rying wheels 3 feet 6 inches,, in diameter. Boiler, 3 feet 9 
inches diameter, containing 105 tubes, 8 feet 5 inches long, 
and 2 inches external diameter. Fire-box, 4 feet long, 2 feet 

6 inches wide, and 3 feet 6 inches high. Chimney, 12 inches 
diameter and 6 feet high above smoke-box. 

Fig. 3, on the same Plate, shows a small goods-engine on 
four wheels, such as used on some of the early Scottish Rail- 
ways, laid to the gauge of 5 feet. Cylinders, 13 inches dia- 
meter, and 16 inches stroke. Wheels, 4 feet 2 inches dia- 
meter. Gross weight, 9 tons 6 cwt. ; or net weight, 8 tons 
1 cwt. 

Fig. 4, on the same Plate, shows a large goods-engine on 
six wheels, the largest four of which are 4 feet 6 inches in 

* See Atlas of Plates. 
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diameter, and coupled together. The two hind or trailing 
wheels are 3 feet 6 inches. Cylinders, 15 inches diameter. 
Stroke, 18 inches. Gross weight of engine of this class, 12 
tons, or 10-J- tons net weight. 

On Plate II. fig. 1 represents a "Bogie" engine, already- 
described as being same as those imported into this country 
from America, for working the " Lickey 99 Incline on the Bir- 
mingham and Gloucester Railway. The cylinders are outside 
and inclined, 11 inches in diameter, and 18 inches stroke. 
The piston-rods work outside the wheels: the driving wheels 
are 4 feet in diameter, and the four bearing wheels are attached 
to a truck-frame called a "bogie" (turning on a pivot). 
These wheels are 2 feet 6 inches in diameter, and 3 feet dis- 
tance between centres of axles. The tubes are 78 in number, 
8 feet long, and 2 inches outside diameter. The net weight 
of the engine is 8 tons ; with boiler and fire-box charged, 9 
tons 1 1 cwt. 

Fig. 2, Plate II., shows one of the four-wheeled engines for 
passenger traffic as used on the London and Birmingham 
Railway, and already briefly described. Cylinders, 1 2 inches 
diameter and 1 8 inches stroke. Boiler, 3 feet 4 inches diame- 
ter, 8 feet in length. Tubes, 90 in number, 2 inches diameter 
and 8 feet 4 inches long. Area of tubes. 396 feet. Fire-box, 
3 feet 4 inches wide, 2 feet 6 inches long, and 3 feet 8 inches 
high above grate-bars. Area of fire-box exposed to fire, 43 
feet. Wheels, 5 feet 6 inches and 4 feet in diameter. 

Fig. 3, Plate II., represents a six- wheel engine as constructed 
for the original Irish gauge, or 6 feet 2 inches. The cylinders 
are 12 inches in diameter, stroke 18 inches. The driving- 
wheels are 5 feet in diameter, and placed between the carrying 
wheels, which are 3 feet 6 inches. Net weight of the engine, 
13 J tons. 

Fig. 4, on Plate II., represents a four-wheeled engine as used 
for goods traffic on the London and Birmingham Railway. In 
size of cylinder and length of stroke it is the same as that shown 
in fig. 2 of same plate, but has a tube surface of only 345 feet, 
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and an exposed area of fire-box equal to 33 feet. The four 
wheels are all 4 feet 6 inches in diameter, and are coupled. 

Plate III. represents a locomotive engine and tender as con- 
structed for the ordinary gauge by Messrs. R. and W. Haw- 
thorn, of Newcastle. The following are the general dimensions : 
Cylinders, 12 inches diameter and 18 inches long. Boiler, 
3 feet 3 inches diameter and 8 feet long. Tubes, 121 in num- 
ber, 8 feet 4 inches long and If inch in diameter ; area, equal 
to 427£ feet. Fire-box, 2 feet 6 inches long, 3 feet 5£ inches 
wide, 3 feet 4 J inches high above grate-bars, and having an area 
exposed to caloric equal to nearly 47 feet. Two wheels 5 feet 
6 inches, and four 3 feet 6 inches, in diameter. Weight of 
engine, empty, 9 J tons ; in working order, 1 1 tons. 

Plates IV., V., VI., and VII., contain elevation, sections, 
and details of the six-wheeled engines as used about the year 
1840 on the Great Western Railway, and belonging to the 
same class which comprehended the "Morning Star," "North 
Star," &c, by Messrs. R. Stephenson and Co., already de- 
scribed, and other engines of approaching power and dimen- 
sions by Messrs. R. and W. Hawthorn ; Sharp, Roberts, and 
Co. ; Tayleur and Co. ; Mather, Dixon, and Co. ; and other 
makers. Of these plates, Plate IV. represents an elevation of 
the engine, Plate V. a longitudinal section, Plate VI. two trans- 
verse sect ions, and Plate VII. details. In these plates the 
same letters indicate the same parts throughout, and may be 
described in the following references quoted from Mr. Whis- 
haw's work " On the Railways of Great Britain and Ireland." 

^fire-box, divided by a water channel towards the bottom, 
to obtain a larger amount of heating surface ; XX, grate-bars; 
I, fire-box door ; a a a, tubes extending through the boiler to 
the smoke-box ; H, steam-dome, and G, funnel-pipe, priming 
being prevented by elevating the entrance to the steam-pipe 
above the surface of the water ; F, regulator, by which the 
steam is admitted into the steam-pipe f, leading to the steam- 
chamber above the cylinder A; j and m, front and hind steam- 
ports; n, piston; k, waste-port; T, slide-valve, moved by 
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gearing shown enlarged in Plate VII., fig. 2. Leaving the 
cylinders, the steam escapes by the blast-pipe, M, into the 
chimney, R. The blast-pipe rests on, and is bolted to, a 
breeches-pipe (see Plate VI., fig. 1), which communicates 
with the steam-chambers, S S; o, piston-rod; r, coupling- 
rod; u, crank; 1 1, axles of the four bearing- wheels. O is 
the feed-pipe from the tank of the tender to the boiler ; K, 
man-hole for examining the boiler ; b, safety-valve ; Q, spring- 
balance for showing the amount of pressure of steam, and 
within the reach of the engine-driver ; L, safety-valve, beyond 
the reach of the engine-driver ; c, steam-whistle ; i, cock for 
emission of steam from cylinder when required ; P, cock for 
emission of water from cylinder ; W, plough for removing 
impediments from rails; N, buffer of carriage-frame; q, 
coupling-chain. The general dimensions of this engine are as 
follow : — Cylinders, 14 inches diameter, and 18 inches stroke. 
Boiler, 3 feet 9 inches diameter; 91 tubes, 2 inches outside 
diameter, and 8 feet long. Fire-box, 3 feet 3 inches long, 
3 feet 6 inches high above grate-bars towards the tubes, and 3 
feet 10 inches high towards the fire-door; width, 3 feet 6 
inches; average height of water-channel, 19 inches, width 4£ 
inches, and length 3 feet 6 inches. Height of chimney above 
smoke-box, 6 feet 3 inches, and 15 inches in diameter. 
Steam-passage induction-ipipe, 3 inches diameter; and eduction- 
pipe, 4 £ inches; blast-pipe, 3 inches diameter. Driving 
wheels 5 feet 6 inches, and bearing wheels 3 feet 8 inches, 
diameter. On Plate VII. figs. 1, 3, and 4 show details of 
driving wheels ; fig. 2, gearing for working the slide-valves ; 
fig. 5, glass gauge for ascertaining the height of water in the 
boiler ; fig. 6, section of steam-whistle ; fig. 7, fire-box door ; 
figs. 8 and 9, coupling-rods ; fig. 10, angle-stay to secure the 
boiler to the carriage-frame; fig. 11, hand-pump, shown also 
in elevation, Plate IV. Figs. 12 and 13 represent longitu- 
dinal section and end elevation of a six-wheel tender, fig. 13 
showing the brake for locking the three wheels on one side at 
the same time. Referring again to the engine, fig, 14 repre- 
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sents the cock, p, for letting off water from the cylinder, and 
fig. 15 shows the front of the regulator, F, with handle, d, as 
represented on the longitudinal section, Plate V. 

On Plate VIII. are shown part longitudinal section and 
plan of a locomotive engine, with diagram of corresponding 
members of the apparatus, to indicate the link-motion which is 
now a most important part of the mechanism of the locomotive 
engine. It would be far beyond the limits of this little book, 
and, moreover, require an amplitude of intricate details intelli- 
gible only to professional readers, to attempt any history of 
the details of valves and methods of working them which have 
been from time to time proposed for or applied to the mechan- 
ism of locomotive engines. We must, therefore, be satisfied 
with a brief mention of the requirements that have led to the 
introduction of the link-motion apparatus, and with a brief 
description of that apparatus, as represented on Plates VIII., 
IX., X., and XI. 

Up to the year 1838, or thereabouts, the mechanism of 
the valves of locomotive engines does not appear to have been 
designed with any view of altering the rate of expansion of the 
steam within the cylinders. The action of the valves, and the 
expansion they permitted, as used in 1838, have been already 
fully described. In or about 1839 it was found desirable to 
vary the rate of expansion at different parts of the stroke, and 
a form of gearing for effecting this is reported to have been 
first applied by Mr. John Grey to a locomotive engine on the 
Liverpool and Manchester Railway. 

The overlap of ^ inch in the valves has been already de- 
scribed, and the use of it explained in describing fig. 16. 
The amount of overlap, or "lap" as it is more familiarly 
called, determined, of course, the extent to which expansion ot 
the steam was permitted, the expansion being understood to 
be an action of the steam within the cylinder after the steam 
has ceased to arrive, and before it has begun to depart. The 
lap of only -Jy inch left little time for exhausting the steam 
previous to the commencement of the return stroke, and the 
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necessary rapidity of the alternate strokes increased the evil 
effects of this imperfect exhaustion. By successive improve- 
ments in increasing the lap to 1 inch, the gross average con- 
sumption of coke per mile was reduced from 49ibs. to 28ibs. ; 
and further improvements applied to new engines with enlarged 
exhausting passages, larger tubes, closer fire-bars, and superior 
construction, still reduced the consumption from 281bs. to 
151bs. per mile, as appeared from the experience upon the 
Liverpool and Manchester Railway during the years from 1839 
to 1 844, reported by Mr. E. Woods. The economical value of the 
increased lap having been appreciated, the succeeding deside- 
ratum which almost naturally followed it, was such an arrange- 
ment of gearing as would permit the rapidity of the passage of 
the steam to be regulated by the position of the piston, or 
part of the stroke ; in other words, an arrangement which 
would provide for a varying expansion of the steam. Mr. 
Grey's gearing for this purpose has been already mentioned. 
This was further developed by Mr. Williams, and practically 
introduced with such improvements as made it not only prac- 
ticable, but deserving of retention since its introduction by 
Mr. Howe and Messrs. Stephenson in 1843. In this gearing 
the ends of the eccentric-rods are connected by a curved link, 
in the opening or slot of which a sliding-block, attached to the 
end of the slide valve-rod, is moveable. The ends of the 
eccentric-rods and the link may be moved vertically, and sup- 
ported at any required elevation. The nearer that the centre 
of the link approaches the sliding-block, the shorter is the 
travel or stroke of the valve, and of course the greater is the 
amount of expansion. 

In the diagram on Plate VIII. the connection of the slide- 
valve and rod are shown, also of the end or block of the slide- 
valve rod, the link, and the ends of the eccentric rods a and b. 
c and d are the eccentrics, e the connecting rod, and / the 
crank on the driving-wheel, g, from which the motion is thus 
derived for the eccentrics, and thence conveyed to the slide- 
valves. The straps marked g on the diagram, Plate VIII., 
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are attached at their lower ends to a lever, shown in the sec- 
tion on same plate, and having a counter weight on the other 
arm of it. The fulcrum on which this lever turns is called the 
weigh-shaft, which is connected by side bars with the bar 
by which the backing of the engine is accomplished. By 
working this bar the engine-driver is enabled to raise the 
lower end of the lever, and with it the straps, link, and eccen- 
tric rods. As the link rises the effect of the motion caused by 
the eccentrics on the slide-valve rod diminishes until the centre 
of the link coincides with the centre of the slide-valve rod, 
when it ceases altogether. As the link continues to rise the 
motion of the slide-valve increases, but opposite to its former 
direction in reference to the cranks, as it now follows the 
motion of the lower eccentric arm instead of that of the upper 
one. Another arrangement of link-motion will be noticed in 
examining Plate IX 

Plates IX. and X. show elevation and plan of the working 
gear of the M Pyracmon" engine, as an illustration of the 
goods engines on the Great Western Railway. In these plates 
the several parts are so described and figured, and their con- 
nections so clearly exhibited, that no further explanation will 
be required here, except for remarking that in this engine the 
link is shown as directly suspended from a stationary point, 
and a radius link is used for shifting the block on the slide- 
valve rod. The section on Plate IX. being taken through the 
steam-valve casing exhibits all the essential pans of the appa- 
ratus with great clearness. 

Plate XI. represents the longitudinal section of an outside 
cylinder tank engine, as constructed for the Manchester and 
Birmingham Railway. On this plate the arrangement of the 
link motion with the valves and eccentrics is also very clearly 
exhibited. From a very complete description of this engine 
(as manufactured by Messrs. Sharp, Roberts, and Co.), written 
by Mr. H. B. Barlow, of Manchester, and published in the 
last edition of Tredgold on the Locomotive Steam Engine,* we 

* John Weale, London. 
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quote the following description of the valves and links of this 
engine, and of the tank, &c., which it carries, and thus dis- 
penses with the ordinary accompanying separate tender for 
coke and water. 

"The extremities of the eccentric rods are forked, to take 
hold on each side of the link x, which consists of a segment 
provided with a radial slot, lined with steel, of about 13^- 
inches long ; the radius with which the centre of the slot in 
question is described being equal to the length of the eccentric 
rods, namely, 4 feet 7 inches. The pin which forms the 
connection between the rod w' and the link x is made of suffi- 
cient length to serve as a hinge to the flat bars y. These bars 
reach up to and are connected with the arms (1) of the re- 
versing shaft z, which extends under the boiler from one side 
frame to the other. From the shaft z> and forged of one 
piece with it, projects the lever (2) for the counterpoising the 
arms (1), for the flat bars y, and the arm (3) to which the 
reversing rod is connected. The weight of the counterpoise 
must be equal to the weight of the links x, the flat bars y, and 
part of the eccentric rods ; the object of it being to equalize 
the power to be exerted by the engine-driver when he wishes 
to reverse the motion of the engine : this will be more fully 
explained hereafter, under the head of ' Reversing Gear. 9 A 
prolongation of the valve- rod, after passing through the 
stuffing-box in the steam chest before described, is keyed into 
a hollow cylindrical bush (4) of 2£ inches in diameter. This 
bush is supported and guided by a bearing (5), which is bolted 
to the side frame of the engine : it terminates in a fork, and 
the link-block (6) is held between the forks of the bush (4) by 
means of a steel pin. In putting the link motion together it 
is necessary to place the link-block (6) in the slot of the link 
x, and to pass the pin into its place when the link, with the 
block, are in their proper position in the fork of the bush (4). 
In Plate XI. the two eccentric rods and the link are shown in 
the position for giving the greatest quantity of steam to the 
forward action of the engine ; the link motion is shown in that 
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position which the various parts will assume when the engine 
is reversed, and the arms (1) and (2) of the reversing shaft z 
brought into the position indicated by the dotted lines on 
Plate XI. 

"The bearing (5) is provided with brass steps through 
which the bush (4) slides, and the end of the valve-rod, to 
which the bush is keyed, is turned conical, to facilitate the 
taking asunder and putting together of the parts. 

"Reversing Gear. — The reversing lever (7) vibrates upon 
a stud which is fixed to a bracket situated on the left side of 
the engine-driver when he stands on the foot-plate. To the 
end of the reversing lever is hinged one end of the reversing 
rod (8) ; the other end of it is connected with the arm (3) 
forged on the reversing shaft z; consequently every motion 
that is given to the reversing lever (7) is communicated by the 
rod (8) and shaft z to the link motion. 

" The bracket on which the reversing lever hinges is made 
with two segments, between which the lever works ; the inner 
segment being provided with thirteen equidistant notches to 
receive the end of a shot-bolt which is carried along the side 
of the reversing lever and hinged above to the reversing catch, 
the fulcrum of which is on the reversing lever : a spring acts 
upon the catch, and holds the end of the shot-bolt in the 
notches of the segment before mentioned. When the engine- 
driver wishes to alter the position of the reversing lever, he 
takes hold of the handle provided at the top, and, by acting 
against the catch at the same time, overcomes the resistance 
of the spring, so as to lift the shot-bolt out of the notch in the 
segment, thereby liberating the lever, which is free to move 
within the range of the segment. In letting go of the re- 
versing lever, the engine-driver must take care that the end 
of the shot- bolt comes opposite one of the notches in the 
segment. In Plate XI. the reversing lever (7) and the other 
parts of the valve motion are shown in the positions they 
occupy when the valves are full open, and the engine is in the 
forward gear : when less steam is required, or when the engine 
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is reversed, the following changes take place in the relative 
positions of the parts : the slide-valve has now a traversing or 
backward and forward motion of 3 J inches, because the link x 
is in its lowest position, and the slide-valve would receive the 
same amount of traversing motion if the engine were reversed 
and the link raised to its highest position : when the link is 
raised half-way, or in such a position that the eccentric rods 
are each at an equal distance from the centre of the valve-rod, 
the motion of the valve will be communicated by both eccentrics 
in an equal proportion, and the valve will only traverse through 
2£ inches. The steam in this case being admitted into the 
cylinder as much before the crank reaches the centre as after 
passing it, consequently there is no available force from the 
direct action of the steam ; but there is, however, the force 
produced by the expansion of the small quantity of steam 
admitted into the cylinder, which is sufficient to keep the 
engine moving when the reversing lever is in its central 
position, although it would be quite insufficient to start the 
engine. By varying the position of the reversing lever (7), 
and consequently of the link, it is evident that the quantity of 
steam admitted into the cylinder may be increased or dimin- 
ished at pleasure within the limits of the link. In working 
these engines the reversing lever is generally held by the 
second or third notch of the segment before alluded to, but 
in going down an incline the lever would be held by one of 
the notches nearer the centre of the segment; the exact 
position of the reversing lever depending entirely upon the 
speed required, the weight of the train, and the road that the 
engine is running upon, as well as upon the pressure of steam 
in the boiler and the position of the regulator. 

"The utility of the counterpoise before mentioned is evident, 
as, without it, every time the position of the reversing lever 
(7) is altered, the engine-driver would have to overcome or 
resist the weight of the links x t the flat bars y, and part of 
the weight of the eccentric rods w. 

" The advantages resulting from the use of the link motion 
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reversing gear, are, that by varying the position of the re- 
versing lever the steam can be cut off at different parts of the 
stroke, and worked more or less expansively ; the construction 
is more simple, and it is safer to reverse an engine at a great 
velocity, when worked by a link motion, than by any of the 
contrivances previously employed for that purpose. The link 
motion was first made by Messrs. Robert Stephenson & Co., 
about 1843, since which time it has become almost universally 
adopted by all the makers of locomotive engines in England 
and on the Continent. 

"The Water Tanks are marked M and N, and are attached 
to the framing of the engine. The tank M, placed below the 
cylindrical part of the boiler, is 7 feet 2 inches long by 2 feet 
10 inches deep and 2 feet 3 J inches broad, and recessed at 
one end so as to clear the axle of the leading wheels : it is 
supported at one end by an angle iron, riveted to the back 
plate of the smoke-box, and at the other bolted to a wrought 
iron beam extending from one of the side frames to the other, 
and supported in the centre by wrought iron brackets, riveted 
to the tank, and suspended by strong bolts passing through 
the brackets attached to the side frames. The end of the 
tank near the driving wheel is further supported by an angle 
iron resting on a cross stay, bolted to the stays (33), which 
connect the forks. There is also a beam passing from one 
side of the tank to the other, to strengthen it, and the tank 
can be detached in a very short time from the other parts of 
the engine. 

" The tank N, placed below the foot-plate and behind the 
fire-box, is 3 feet 1 1 inches long, 2 feet 8 J inches deep, and 
4 feet in breadth ; it is bolted to the side frames of the engine, 
and serves as a counterbalance to the weight of the fire-box, 
which is brought close to the axle of the trailing wheels. The 
two tanks, when full, contain 480 gallons of water, and are in 
communication with each other by means of the copper pipes 
O, which are fastened to the bottom of the tank N and to the 
sides of the tank M, the latter being placed 4J inches lower 
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than the former, and consequently containing about 30 gallons 
of water when the other tank is empty. The water is con- 
vey ed to the tank N through the vertical copper pipe (46) 
with a funnel-shaped top passing through the coke-box R, 
and seen in section in Plate XI. ; the bottom of this pipe is 
closed with a perforated plate, and its sides, as far as they 
reach into the tank, are also perforated, so as to allow free 
ingress to the water, but not to any extraneous matter that 
might be carried into the pipe. This precaution is necessary 
to keep the valves in order ; and when the perforations become 
choked up with dirt, &c, the whole pipe can be lifted out of 
the tank, and cleaned. 

u The level of the water in the tanks is indicated bv a float : 
this float consists of a piece of wood about 12 inches square 
and 3 inches thick, hinged at the end of a long lever, the 
fulcrum of which is attached to the side of the tank. A 
vertical rod is connected to the long lever in the tank, and is 
guided through a tube in the coke-box, beyond which it pro- 
jects about 5 inches when the tanks are-quite full ; the pro- 
jecting end is graduated, to indicate the level of the water, 
and is of great use to the engine-driver, who knows at a glance 
when he must take in water, and also when he must stop the 
supply, during the filling of his tanks. A bent copper pipe, 
2 inches in diameter, is fixed on the top of tank M, to allow 
the escape of the air when the tanks are being filled. The 
man-holes, shown in front of the tank N, and at the bottom 
of the tank M, are sufficiently large to enable a man to enter 
for cleaning out or repairing when necessary. 

"Coke-box. — R represents the coke-box placed over the 
tank N, and close to the engine-driver and stoker, who have 
about 2 feet 1 1 inches of space between the fire-box and the 
coke-box; its dimensions are 6 feet 4^ inches long, 2 feet 
broad, and 2 feet 1 1 inches deep, and the cubic contents, after 
deducting for the casing placed around the copper water tube, 
is 34 feet. The coke-box will contain half a ton of coke, 
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which quantity, added to the supply in the fire-box, when the 
fire is made up, is sufficient to take the engine with a train of 
from eight to ten carriages two journeys to Macclesfield and 
back. There is a sliding door, 24 inches wide and 16 inches 
deep, placed opposite the fire-door, through which the coke is 
taken out of the coke-box and shovelled into the fire-door. A 
very efficacious method of encouraging the engine-drivers to 
economize the coke has been introduced at the works of the 
London and North- Western, and other railways. The weight 
of coke received by each driver, and the number of miles run 
by his engine, are entered each day, and the number of pounds 
of coke to be used by each engine is fixed by the super- 
intendent, according to the size of cylinders, the average weight 
of the trains, or the speed to be run : at the end of the month, 
the amount of miles travelled by each engine is divided into 
the number of pounds of coke consumed ; and if the result 
shows that any engine-driver has worked his engine with one 
or more pounds per mile less coke than the quantity fixed by 
the superintendent, he receives a premium, varying from 2*. 6 d. 
to about 30*. per month, according *to the amount of coke 
saved. 

"The engines Nos. 33 and 34 are computed to burn on an 
average 25 ibs. of coke for every mile. 
"The consumption was, for 

No. 33, in April, 1845, .... 25*20 ibs. 

„ May, „ .... 25*48 „ 

No. 34, „ April, „ .... 24-58 „ 

„ May, „ .... 24*36 „ 

" In taking the average consumption of these engines since 
they commenced running in May, 1847, the result shows that 
No. 33 has burnt at the rate of 26 lbs. per mile, and No. 34 
has burnt 23 lbs. per mile, although the engines are con- 
structed exactly alike. 

" The accompanying extract from the books of the Long- 
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sight Works represents the average consumption per mile for 
every month. 





No. 33. 


No. 34. 


1847. May, 


30-41 lbs. 


23-08 lbs. 


„ June, 


2613 „ 


18-49 ,. 


„ July, 


23 38 „ 


17-92 „ 


,, August, . , 


23-84 „ 


19 95 „ 


„ September, 


25*43 „ 


20-82 „ 


„ October, . 


27-24 „ 


20 03 „ 


„ November, 


27-46 „ 


25-81 n 


„ December, 


26-38 „ 


26-86 „ 


1848. January, . 


25-69 „ 


26 25 „ 


„ February, 


26-20 „ 


25-72 „ 


„ March, . . 


2611 „ 


26-16 „ 


., April, 


25-20 „ 


24-58 „ 


„ May, . « 


25-48 „ 


24-36 „ 



" It will be seen from the above, that in July, 1847, the con- 
sumption of No. 34 was under 18 lbs. per mile, which, consi- 
dering the number of stoppages on the Macclesfield line, proves 
very much in favour of these engines. 

99 Many of the engines on the Manchester branch of the 
London and North-Western Railway do not consume nearly so 
much coke as the above-mentioned sum of 25 lbs. ; but the 
engines running the Macclesfield trains have to stop at nine 
intermediate stations, and therefore require more coke than 
engines running trains with fewer stoppages. 

" The Brake, Upon a square at the upper end of a shaft is 
fixed the cast iron spoke wheel by which the screw is turned 
round. In Plate XL* the blocks of wood are hidden by the 
section, but supposed to be in contact with the driving and 
trailing wheels of the engine : in order to remove the blocks 
from the surface of the wheels, the spoke wheel must be 
turned round so as to unscrew the end of the shaft out of the 
of the nut, thereby lowering the position of the bar, which, in 
descending, withdraws the brake blocks from the driving and 
trailing wheels. The screw on the shaft is made about 8 

* See Atlas of Plates. 
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inches long, for the purpose of being able to bring the blocks 
of wood, even when worn away to the thickness of less than 
an inch, in contact with the wheels. This brake is found 
very efficacious in practice, as the screw above and the knee 
joints below have great purchase on the wheels, and are suf- 
ficient to arrest the progress of a train in a very short time. 
The blocks are made of elm, alder, birch, or poplar wood, and 
will last generally from two to six days, according to the state 
of the rails : fresh blocks are always kept ready at the engine- 
shed, and can be put on in very few minutes, by unscrewing 
two bolts to liberate the plate on which the worn-out blocks 
are fixed, and bolting on fresh plates with the new blocks 
attached. ,, 

Having thus given a description of the Tank Engine, and 
furnished a statement of its average consumption of water and 
fuel, as well as the work it had to do, it should be said in con- 
clusion, that the work performed corresponded with the results 
obtained by calculation. For this purpose the formulae de- 
veloped by M. De Pambour, in his works entitled M A Practical 
Treatise on Locomotive Engines," * (2nd edition), and "The 
Theory of the Steam Engine," * were adopted, as being ad- 
mitted to be based upon a correct view of the subject. 

The following brief resume of the latter experience in Loco- 
motive Engines is gathered chiefly from " The Practical Rail- 
way Engineer" (4th edition).* 

On the Grand Junction Railway, opened in 1837, and the 
South-Western, opened in 1838, the engineer, Mr. Joseph 
Locke, introduced locomotive engines which comprised several 
improvements in the details, due, it is believed, to Mr. Allan, 
of Crewe. These comprised — the removal of the cylinder to 
the outside of the smoke-box; the extension of the inside 
framing to the front end or buffer-beam of the engine, and 
abandonment of the outside frame; the attachment of the 
cylinder directly to the extended frame ; the direct connection 
of the piston-rod with a pin in the nave of the driving wheel ; 

* John Weale, London. 1855. 
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the complete removal of the inside cranks, leaving the eccentrics 
and valve gear only to be arranged beneath the boiler ; and 
involving, necessarily, inside bearings for all the axles. Subse- 
quently it was suggested to retain an outside framing, making 
it of a single |-inch boiler plate on each side. The original 
locomotives constructed for the Grand Junction Railway, con- 
structed in 1837, were six-wheeled, having inside cylinders 
from 12£ to 14 inches diameter and 18 inches stroke; boiler, 
8 feet long, weighing from 9^ to 15 tons, when charged. Out- 
side-cylinder engines, on the " Crewe" plan, or as altered by 
Mr. Allan and just described, were introduced as fast as the 
original inside- cylinder engines were worn out. The new ones 
had cylinders 13£ and 14 inches diameter, and 20 inches 
stroke; wheels, 5 feet 6 inches and 6 feet; and weighed, 
when charged, from 15 to 16 tons. In 1851, the standard 
locomotive on the same railway was substantially of similar 
construction to the Crewe engine ; and similar engines were 
adopted by Mr. Locke for the London and South- Western, the 
Paris and Rouen, the Caledonian, the Scottish Central, and 
other railways. On the South-Western Railway, Mr. J. V. 
Gooch introduced, in November, 1843, an outside-cylinder 
engine having 6£ feet driving wheels, and he afterwards com- 
pleted one for express trains on the same railway, having 
driving wheels 7 feet in diameter, the gauge of the line being 
4 feet 8£ inches. 

In April, 1842, Mr. R. Stephenson patented his celebrated 
"long boiler" engine. Mr. Stephenson had already so well 
arranged the mechanism of his engine and economised space, 
that he found the 4 feet 8£ inches gauge afforded ample width 
and to spare. In lieu of the levers previously used Mr. 
Stephenson effected a direct communication between the eccen- 
trics and the valves, and he then proceeded to increase the 
power of his boiler by increasing the length of it from 8 to 
12, 13, and 14 feet. If, with this length of boiler, the hind 
wheels had been placed, as usual, behind the fire-box, an 
immoderate length of bearing on the rails would have been the 
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consequence. To obviate this, Mr. Stephenson confined the 
bearing length of the wheels to 12 feet 9 inches between 
centres, his opinion being that this was the extreme length 
consistent with safety. In these engines the cylinders were 
arranged outside the smoke-box, and placed in the same hori- 
zontal line as the centre of the driving axle. In the year 
1846 it was reported that at least 150 locomotives, according 
to this long boiler pattern, were in constant use in this country 
and on the continental railways. 

During the use of the short boiler engines it was observed 

« 

that a serious amount of destruction was going on in the 
" smoke-box" and chimney, both of which were not unfre- 
quently red hot and the cylinders were sometimes split (defects 
which it became of the utmost importance to remove), and 
with a view to remedying these evils Mr. Robert Stephenson 
caused some experiments to be made to show the amount of 
heat which escaped, and subsequently invented the "long 
boiler." 

The experiments were made at Derby in 1843. In the first 
instance, tin was placed in small iron conical cups and sus- 
pended in the " smoke-box," and was found to disappear 
quickly ; next, lead was tried in the same manner, and was 
found to melt more easily ; and, lastly, zinc was tried, which 
was soon driven off in vapour, clearly indicating a heat of 773° 
passing through the chimney, and that a waste of 400° at 
least was taking place. The "long boiler," by its greater and 
more gradual distribution of the heat, was designed to remove 
the above serious evils, and was found so far to answer as to 
show a heat in the chimney very little over 442°, as upon 
placing tin as usual, it was found just to melt at the corners 
only, or rather to " sweat" as it is technically termed. 

Mr. Stephenson found that to obtain a patent for his inven- 
tion would render it necessary to prescribe some definite 
arrangements of the engine, as the term "long boiler" was 
unlimited in its application, and to fix a length would afford 
no protection, as a few inches more or less would evade the 
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patent right ; therefore, as an arrangement necessary and conse- 
quent upon the application of a "long boiler," the wheels 
were specified to be placed under the circular part of the 
boiler, the only suitable position, as in that day there were no 
turntables sufficiently large in diameter to admit of a greater 
distance between the couplings of the wheels than was deter- 
mined bv the above arrangement. 

The "long boiler" and the position of the wheels consti- 
tuted Mr. Stephenson's patent : but subsequently an improve- 
ment was made in it, which was to turn the cylinders over on 
their sides (their ports were opposite each other), in which 
position a direct communication was effected between the 
eccentrics and the slide spindles. 

In these long boiler engines the driving wheels were placed 
between the fore and hind carrying wheels, the cylinders being 
kept forward to the outside of the smoke-box. This arrange- 
ment was found objectionable, as causing some unsteadiness at 
high velocities, such as 45 to 50 miles per hour ; and to avoid 
this Mr. Stephenson produced a new design in 1846, in which 
the driving wheels were placed in the rear of the engine, and 
immediately in front of the fire-box, which thus overhung the 
wheel bearings. This arrangement admitted of the removal of 
the cylinders to a position between the carrying wheels. The 
most modern engines of this class have a total length of 
20 feet, and length between extreme wheel centres of 12 feet. 
The boiler between smoke-box and fire-box is 13 feet C inches 
long and 3 feet 6 inches diameter, the cylinders are 15 inches 
diameter and 24 inches stroke, driving wheels 6 feet, and 
carrying wheels 3 feet 9 inches, diameter. The outside frame 
is dispensed with, the axle bearings are placed inside the 
wheels, and the frame is simplified with a rectangular plate 
\\ inch thick and 8 inches deep. 

In 1842 a class of engines of increased power was introduced 
on the Great Western Railway. The sample of this class, 
named the "Ixion/' has inside cylinders 15 J inches diameter 
and 18 inches stroke; driving wheels 7 feet; four carrying 
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wheels; grate 13*4 feet; surface of fire-box 97 feet; tubes 
2 inches diameter, 131 in number, surface 732 feet; total 
heating surface 829 feet ; weight, empty, 22 tons ; weight of 
tender, empty, 8 tons. Experiments made in December, 1845, 
upon this engine gave a maximum speed at the rate of 59 
miles per hour with a maximum load of 76| tons, and an 
average speed of 50 miles on a trip of 53 miles ; the coke con- 
sumed was at the rate of 35*3 lbs. per mile, and water evapo- 
rated 201*5 feet per hour. In 1850 a yet more powerful 
class of engines, of which the " Great Britain" is the type, 
was introduced by Messrs. Brunei and Gooch. This engine 
has inside cylinders, and is supported on eight wheels. The 
cylinders are 18 inches diameter and 24 inches stroke ; surface 
of fire-box 153 feet; surface of grate 21 feet; tubes, 305 in 
number, 2 inches diameter, surface 1799 feet; total heating 
surface 1952 superficial feet; driving wheels 8 feet; carrying 
wheels 4 feet 6 inches diameter; weight of engine, empty, 31 
tons ; of tender, empty, S\ tons ; total weight charged 50 tons. 
This engine evaporates 300 cubic feet of water at high veloci- 
ties ; load 236 tons at 40 miles per hour, or 181 tons at 60 
miles per hour. Mr. Gooch considers this class of engine is 
capable of evaporating 360 feet of water without deviating 
from the proper proportions of its parts. 

To solve the important problem of combining a large 
diameter of driving wheels with a low centre of gravity, 
Mr. T. R. Crampton removed the driving axle from beneath . 
the boiler and placed it in the rear of the fire-box. He then 
lowered the boiler as far as the axles of the carrying wheels 
would permit, brought all the gearing to the outside, and 
increased the fire-box. In February, 1843, Mr. Crampton 
obtained a patent which included this arrangement of the 
driving wheels, and in 1847 two engines were accordingly 
built for the Namur and Liege Railway. The first of these, 
named the " Namur," was constructed with cylinders 16 inches 
diameter and 20 inches stroke; 182 tubes,*2 inches diameter 
and 11 feet long: surface of grate 14 J feet; of fire-box 62 
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feet ; of tubes 927 feet ; two driving wheels 7 feet diameter ; 
four carrying wheels 3 feet 9 inches diameter ; length between 
extreme wheel centres 13 feet. Experiments were made with 
this engine, before exportation, upon the London and North- 
western Railway, over a total distance of 2300 miles, and its 
duty was found equal to 80 tons, exclusive of engine and 
tender, at 51 miles per hour on a level, and 50 tons at 62 miles 
per hour. In 1847 the first of Mr. Crampton's engines for 
the London and North-Western Railway was placed on that 
line, having cylinders 18 inches diameter and 20 inches stroke ; 
229 tubes, 2 inches external diameter and 12 feet long ; surface 
of fire-box 91 feet; of grate 21£ feet; of tubes 1438 feet; 
total surface 15$9 feet; weight of engine, empty, 24 tons. 
The duty of this engine was found to equal 75 tons, besides 
engine and tender, at the rate of 55*4 miles per hour for a 
length of three miles, or 55 tons load at 53*4 miles per hour 
over a journey of 30 miles. 

The dimensions of a trial engine built on Mr. Crampton's 
plan, named the "Liverpool," for the London and North- 
Western Railway, as a competitor on the narrow gauge, against 
the gigantic machines built for the broad gauge, are worth 
quoting : — cylinders 1 8 inches diameter, 24 inches stroke ; 
292 tubes, 2 T *V inches external diameter, and 8 of If inch, 12 
feet 6 inches long; surface of fire-box 154*434 feet; of grate 
211 feet; of tubes 2136*117 feet; total heating surface 2290 
feet ; two driving wheels 8 feet diameter ; six carrying wheels 
4 feet diameter; length between centres of extreme wheels 18 
feet 6 inches ; total length of engine 27 feet ; weight of engine, 
charged, 35 tons, or 12 tons on the driving wheels, 17 tons on 
the four leading wheels, and 6 tons on the two intermediate 
wheels ; weight of tender 21 tons ; total weight 56 tons. This 
engine conveyed the express trains between London and Wol- 
verton for some time, and in one case took forty carriages 
within time, thus exceeding the combined duty of three ordi- 
nary engines. Its excessive weight and length, however, 
quickly threatened the stability of the permanent way, and 
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induced its retirement from active duty, without impugning its 
title, however, to be regarded as the " most powerful locomo- 
tive in the world." 

At the Great Exhibition of the Works of the Industry of all 
Nations, held in Hyde Park, London, in 1851, one of Mr. 
Crampton's engines, named the " Folkstone," was exhibited, 
being one of eight, built upon the same plan, by Messrs. R. 
Stephenson and Company, for the South-Eastern Railway. 
The principal features in the arrangement of these engines 
were described to consist " in the boiler resting upon three 
points : one on the centre of a cross spring, which bears upon 
the axle-boxes of the driving wheels at the back of the fire-box, 
and one on each side in the front, on compensating springs, each 
of which springs bears upon the two axle-boxes of the small sup- 
porting wheels. The distribution of weight is for the purpose of 
preventing oscillation, and at the same time to insure, under all 
circumstances, an uniform weight upon each wheel, producing 
a greater amount of adhesion upon the driving wheels with a 
given weight than with ordinary engines. The other principal 
feature consists in communicating the power from the inside 
cylinders to a cranked axle attached to the frame, the same as» 
in ordinary engines, and thence by means of coupling rods to 
the driving wheels behind the fire-box, the rods being arranged 

- 

to act as counterweights to the inside connecting rods, &c, 
the proper balancing of which is of much importance. As the 
crank axle is not subjected to any blows produced by inequali- 
ties of the road or from the lateral movement of the wheels, 
the weight is reduced to one-half, and the liability to fracture 
from the above causes obviated. The driving wheels being 
placed behind, the torsion to which the driving axle is sub- 
jected while passing round curves is materially reduced, the 
cones of the wheels being properly in action, which is not the 
case when the driving wheels are in the centre of the engine." 
In the " Folkstone" the boiler is 4 feet 1 inch diameter and 
10 feet 8 inches in length, two driving wheels 6 feet, and 
four bearing wheels 3 feet 6 inches in diameter. The 
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cylinders are 15 inches diameter and 22 inches stroke; the 
tubes, 1 84 in number, are 2 inches external diameter and 1 1 
feet long ; extreme length of engine framing 24 feet ; between 
extreme wheel centres 16 feet. An engine of this class took 
44 tons at a general speed of 65 \ miles per hour, and attained 
a velocity at the rate of 73£ miles per hour upon a falling 
gradient of 1 in 264. In returning, the same engine ascended 
this incline with 95 tons load at the rate of 54 miles per 
hour. 

The following is the specification for the " Liverpool 99 en- 
gine, quoted from Tredgold's Locomotive Engine,* and repre- 
sented in Plate XII. : — 

" Framing. The framing consists of two wrought-iron plates 
1£ inch thick, extending the whole length of the engine ; to 
these are bolted transverse plates, also 1£ inch thick, fixed as 
follows : one at each end of the double longitudinal framing ; 
two immediately behind the fire-box, to receive the bearings 
of the driving axle ; two underneath, which follow the curve 
of the barrel of the boiler, and serve, not only to add great 
rigidity to the framing at that part, but also form a convenient 
cradle on either side, to receive the cylinders : there is also 
another plate placed between the two front axles, and one at 
the extremity of the longitudinal double framing, which forms 
the * buffer-beam ' of the engine. Those under the barrel of 
the boiler are strengthened by means of angle-iron, as best 
seen in the longitudinal section. — Boiler. The barrel of the 
boiler is designed to receive the largest possible number of 
tubes, and is constructed of the best Staffordshire plates. 
As seen in the transverse section, the upper part would 
appear as a portion of a circle of larger diameter than the 
lower part ; but the weakness of this irregularity of form is 
fully compensated by a series of transverse tie-bolts, l\ inch 
diameter, and 8 inches apart from centre to centre : the centre- 
line of these ties is 2 feet 2J inches from the bottom of the 
body of the boiler. The horizontal and vertical seams are 

• John Weale, London. 
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overlapped by a belt, firmly riveted by double rows of rivets. 
— Outside Fire-box. The outside fire-box is swollen or bulged 
out at that part where it unites with the barrel of the boiler ; 
and the lower part under the driving axle is extended 10 
inches, for the purpose of increasing the amount of fire-grate 
surface. — Inside Fire-box. The inside fire-box is constructed 
of copper, and is provided with a mid-feather or water-space, 
the lower part of which is 7 inches from the surface of the 
fire-bars. The whole of the inside fire-box is securely 
stayed both at the top and sides, as shown in the longitu- 
dinal section. — Fire-grate. There are forty-four fire-bars, the 
area of which is 21*58 feet. — Tubes. There are 292 brass 
tubes of 2fg- inches diameter and 8 of If inch diameter, 12 
feet 6 inches in length : these tubes are fixed perfectly tight 
by means of iron ferrules at the smoke-box end, and steel fer- 
rules at the fire-box end. The total heating surface of the 
tubes amounts to 2136*117 feet, and the heating surface of 
the fire-box amounts to 154*434 feet. — Smoke-box. The 
smoke-box is made of the best Yorkshire plates ; the front 
plate is supported by and secured to the double framing, 
and is provided with doors having proper fastenings. — 
Chimney. The smoke-box is surmounted by a chimney 18 
inches internal diameter, and 13 feet 2 inches high from 
the level of the rails; it is parallel throughout: the plate 
at the upper part, which is splayed, is simply added to form 
an appropriate finish. — Damper. There is a damper, con- 
structed after the manner of a Venetian blind, fixed in the 
smoke-box, at the end of the tubes : this damper is provided 
with a counter-balance weight and levers, as seen in the longi- 
tudinal section. — Wheels. All the wheels are made entirely of 
wrought iron : the driving wheels are 8 feet diameter, having 
bosses 17 inches diameter; the fore-wheels 4 feet 3 inches 
diameter, and the two pair of intermediate wheels are 4 feet 
diameter. — Axles. The driving axles are 7 feet diameter, 
with bearings 10 inches long; the other axles are 6 inches 
diameter, and have bearings also 10 inches in length. — Axle- 
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boxes. The axle-boxes are of the form shown, and are made 
of good hard brass ; they are well fitted to their various 
pedestals, and accurately bored to receive the journals of the 
axles. — Springs. The springs are constructed in every respect 
similar to those represented in the Plate : it may be observed, 
however, that the weight of the fore part of the engine is equally 
distributed upon the four front wheels ; and this is effected 
by means of a pair of springs, each spring having 12 plates, 
as seen in the longitudinal section. — Cylinders. The cylin- 
ders are 1 8 inches diameter, with a 24-inch stroke : they are 
cast free from every imperfection, and accurately bored to the 
required diameter : they are solidly fixed upon the transverse 
bearers, as before described. Each cylinder cover and bottom 
is provided with a cock, to aid the escape of any water which 
may have been formed by the condensation of the steam. — 
Pistons. The pistons are fitted with metallic packing, consist- 
ing of two concentric rings of cast-iron, each having a wedge 
and circular steel spring. The piston-rods are 2| inches 
diameter, and are made of the best Yorkshire hammered iron. 
— Valves and Boxes. The valves and boxes are formed as 
shown in the section. The boxes have a communication 
on either side with the regulator by means of copper branch 
• steam-pipes. — Main Steam-pipe. The main steam-pipe is of 
wrought iron, 5 inches internal diameter, and 13 feet 6 inches 
long, having a slit J inch wide along the top : it is suspended 
to the upper part of the interior of the barrel of the boiler. — 
Blast-pipes. The blast-pipes are of copper, and extend from 
the valve-boxes along each side of the boiler, and through the 
sides of the smoke-box, in which they unite, and terminate in 
a line level with the bottom of the chimney ; the diameter at 
that part being 5£ inches. — Pumps and Rams. The pumps 
are of brass ; the rams are of wrought iron, 2| inches 
diameter, fixed in a line with the centre of the cylinders. 
— Slide-bars. The slide-bars consist of two bars 3 inches 
wide on each side of the piston-rod ; they are made of the best 
hammered iron, and lined on the working faces with steel. — 
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Cross-heads. The cross-heads are made of the best hammered 
iron, and are firmly fixed to the piston-rods by means of cotters. 
The centre pins which receive the small ends of the connecting 
rods are shrunk on. — Connecting rods. The connecting rods 
are made of the best malleable iron, the smaller ends having 
brasses bored to 3 inches diameter, and the larger or ' crank- 
pin' ends bored to 4£ inches diameter : the brasses are of the 
best metal, accurately fitted, and secured in their positions by 
means of cotters, as shown. — Eccentrics. The eccentrics are 
fixed to the boss of the driving wheels. — Valve Motion. The 
valve motion is that known as the 'link motion:' the blocks 
which work in the links or quadrants, as well as the various 
parts subject to wear, are case-hardened : the whole of the 
motion and levers are made of the best hammered iron. — 
Buffers. The buffers are of leather, well stuffed with curled 
horse-hair, and are firmly secured to the front plate or 1 buffer- 
beam' of the engine : the distance between the centres of the 
buffers, transversely, is 5 feet 8 inches, and the height from the 
level of the rails to the centres 3 feet 3 inches. The buffers 
are fitted with a guide spindle, which works in a bush in the 
buffer-beam. — Foot -plate and Hand-rail. The foot-plates are 
6 inches wide and T 5 F inch thick, and made of the best Stafford- 
shire iron ; they are bolted to the outside framing, and extend 
nearly the whole length of the engine. The hand-rails are 
hollow, through one of which the rod which communicates 
motion to the damper fixed in the smoke-box passes. — Felt- 
ing, fyc. The barrel of the boiler, cylinders, and branch steam- 
pipes are covered with a coating of No. 3 hair felt, lagged 
with timber, and lined over all with sheet iron of the thick- 
ness of No. 1 7 wire-gauge, firmly secured with proper hoops, 
bolts, and nuts. The outside of the fire-box is also covered 
with felt, and lined with sheet iron of the same thickness as 
that covering the barrel of the boiler. There are syphons, 
syphon-tubes, pet-cocks for the pumps, glass gauges, whistle, 
drag-links, &c, made of the best materials. The whole of 
those parts of the engine which are not left bright are painted 
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with three coats of the hest mineral paint, and finished with 
a coat of the best copal varnish." 

In his "Reports on Railway Plant," Captain Huish has 
shown the successive extensions which have been effected in 
the weights and duties of the engines and carriages included 
under the general head of Rolling Stock. These Reports 
commence in 1831 on the Liverpool and Manchester Railway; 
and in 1837 on the Grand Junction, and London and Bir- 
mingham Railways, being the dates of their opening respec- 
tively. The reports are brought down to the year. 184 8 in 
each case, and the extreme results may be quoted as follows : — 





1831. 


1848. 


Tons. Cwt«. 


Tdtos. Cwt«. 


Of engines, average • • • 


7 0 


18 13 


Ditto, greatest 


7 0 


37 0 


Of carriages, 1st class . 


3 10 


4 6 


Ditto, 2nd class . 


3 5 


4 1 


Ditto, 3rd class . 


3 0 


3 18 


Of passenger trains, with engine and 








18 0 


76 0 


Of goods trains, ditto . 


52 0 


160 0 



I 

If} 



~ Of goods trains, average miles per honr 10 20 

Ditto, greatest ditto .12 32 

Of passenger trains, average ditto .17 30 

Ditto, greatest ditto . 24 50 



As to the daily duty performed on each of these three lines, 
the reports show that the number of trains to and from the 
principal terminus of each railway respectively, viz., Manches- 
ter, Stafford, and London, during each penod of twenty-four 
hours, had increased on the Liverpool and Manchester, from 
26 in 1831, to 90 in 1848 ; and on the Grand Junction, from 
14 in 1837, to 38 in 1848 ; and on the London and Birming- 
ham, from 19 in 1837, to 44 in 1848. These few figures are 
quite sufficient to show how increased strength in the construc- 
tion of the permanent way has become necessary, and how the 
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requirements of each year in this essential department of rail- 
way economy have exceeded those of the preceding year. 

Mr. Joseph Beattie has introduced improvements in the 
locomotive engine, by which coal is economically used in con- 
nection with coke for the production of the steam, and also 
an apparatus for heating the water before supplying it to 
the boiler, and thus again economising the consumption of fuel. 

Our' notice of the locomotive apparatus of railways would 
not be complete if it omitted a description of the light engines 
constructed by Mr. W. B. Adams, who advocates, with great 
talent and practical knowledge, the economy of reduced weight 
in the rolling stock of railways. The first and smallest speci- 
men of alight engine was built by Mr. Adams for Mr. Samuels, 
then resident engineer of the Eastern Counties Railway, for the 
purpose of enabling him to perform his professional inspections 
of the line without employing special trains, or wasting his 
time in waiting for the ordinary trains. After some experi- 
mental constructions the engine was completed, and performed 
a journey to Cambridge, with eight passengers, at the rate of 
25 miles per hour. The following was the general construc- 
tion and performance (see Plate XIII.). "The total length of 
the carriage is 12 feet 6 inches, including machinery, water- 
tank, and seats for seven passengers, all on one frame, which 
is hung below the axles, and is carried on four wheels 3 feet 4 
inches diameter. The floor is within 9 inches of the level of 
the rails. It is propelled by two cylinders 3£ inches diameter 
and 6 inches stroke, acting on a cranked axle. The boiler is 
cylindrical, placed vertically, and is 1 foot 7 inches diameter 
by 4 feet 3 inches high. It contains a fire-box, 16 inches 
diameter by 14 inches high ; with 35 tubes, 3 feet 3 inches 
long by 1^ inch diameter ; giving 5£ feet of heating surface in 
the fire-box and 38 feet in the tubes. The water-tank is 
placed under the seat, and will contain 40 gallons. 

"Performances. From the weekly statement kept of the 
working of this engine, it appears that the number of miles 
run during the half-year ending 4th July, 1848, was 5526; 
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and the quantity of coke consumed was 7 tons 9 cwts., being 
at about the rate of 3 fbs. per mile. She has run altogether 
about 15,000 miles. The greatest speed attained on the level 
was 4 1 miles per hour. The ordinary speed that might be 
safely calculated upon for a long journey was 25 miles per 
hour. She has performed the journey from London to Cam- 
bridge, a distance of 5/£ miles, in one hour and three quar- 
ters, being at the rate of nearly 33 miles per hour, with a 
consumption of coke 2f lbs. per mile." 

Subsequently the carriage was christened the u Express ;" 
went down to Birmingham to be experimented on, and as- 
cended the Lickey incline. 

" The earliest practical recogniser of the advantages offered 
by the light system was Mr. C. H. Gregory, who advised the 
Directors of the Bristol and Exeter broad-gauge line to order, 
for some of their branch traffic, a steam carriage for first-class 
and second-class passengers. This was built by Mr. Adams, 
and called the 9 Fair Field.' The vertical boiler of the 1 Fair 
Field ' was found to involve certain practical difficulties, though 
an exceedingly rapid and powerful steam generator, and was 
therefore replaced by a horizontal boiler." 

The following are the particulars of the construction and 
the performance : — 

" The 'Fair Field' steam carriage was constructed for the 
purpose of working the Tiverton branch of the Bristol and 
Exeter Railway, broad gauge. It is an engine and carriage on 
one frame, the extreme length being 40 feet, hung on six 
wheels, the two front ones being drivers, 4 feet 6 inches in 
diameter ; the middle and trailing wheels are 3 feet 6 inches 
in diameter. Extreme centres of wheels, 28 feet. It is pro- 
pelled by two cylinders, 8 inches diameter and 12 inches 
stroke, acting on an independent cranked shaft, communicating 
by side rods to the driving wheels. The boiler was originally 
cylindrical, placed vertically, and was 6 feet in height by 3 
feet diameter. The fire-box was 2 feet 6 inches diameter, 
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with 150 tubes If inch diameter, with a heating fire-box sur- 
face of 20*6 feet, and 216 feet in the tubes. The tank is in 
front of the boiler, and will hold 240 gallons ; it has since 
been fitted with a horizontal boiler, with a barrel 7 feet 7 
inches long by 2 feet 6 inches diameter. The fire-box is 2 feet 
6 inches by 2 feet 3 inches, and 4 feet in height; with 115 
tubes, 8 feet long and 1£ inch diameter. The heating surface 
in the fire-box is 37 feet, and 325 feet in the tubes. 

" The body was divided into three compartments, one first 
class and two second class. Passengers, total number 58. 

" Performance. — The Tiverton branch is 5 miles in length, 
and has a rising gradient of 1 in 86. 

" The maximum load taken up this gradient was, exclusive 
of the carriage, 31 tons 13 cwts. 2 qrs. 16 lbs. in 11 minutes, 
being at the rate of over 27 miles per hour. Eighteen trips 
were run, being a distance of 90 miles, during a space of 9£ 
hours, the running time being about 3J hours, and the stand- 
ing time 5|. The consumption of coke per mile 14*8 ibs. 
Subsequently it was reduced to 13 ibs., and the engine now 
works with 8*7. 

"The load consisted of two loaded waggons each on four 
wheels of 4 feet diameter. The engine and carriages on six 
wheels, the whole train being on fourteen wheels, while the 
engine and tender alone of the Great Western engines occupy 
fourteen wheels without any carriages. 

"The 'Fair Field 9 ran a trip from Exeter to Bristol, 76 
miles — with an extra load of 10 tons behind her, equivalent to 
140 passengers total — in 3 hours 37 minutes; 58 being con- 
sumed in twelve stoppages, leaving the remaining time 2 hours 
39 minutes, being a fraction under 28 miles per hour. The 
maximum speed attained in this trip was 47 miles per hour." 

The maximum speed ultimately attained was 52 miles per 
hour. 

" After the 1 Fair Field had made considerable progress, the 
Directors of the Eastern Counties Railway ordered of Messrs. 



Digitized by Google 



THE "ENFIELD." 



133 



Adams a steam -carriage called the ' Enfield/ the form, pro- 
portions, and performance of which were as follow — as given 
by Mr. Samuels, in a paper read by him at the Institution of 
Mechanical Engineers : 

"The 'Enfield* has 8-inch cylinders and 12-inch stroke; 
driving wheels, 5 feet diameter; distance between centres, 
20 feet ; width of framing, 8 feet 6 inches. The boiler is of 
the ordinary locomotive construction, 5 feet long by 2 feet 
6 inches diameter. The fire-box is 2 feet 10 J- inches by 

2 feet 6 inches. 

"There are 115 tubes of 1£ inch diameter, and 5 feet 

3 inches in length, giving a total of 230 feet heating surface 
in the tube. The area of the fire-box is 25 feet, giving a total 
heating surface of 255 feet. 

M The weight of this steam carriage is 1 5 tons 7 cwts. in 
working trim. The engine and carriage being combined, it is 
evident that the weight on the driving wheels is increased by 
the load carried, and that this weight increases in the same 
ratio as the load required to be taken. 

" The extreme distance between the centres of the leading 
and trailing wheels being 20 feet, accounts for the steadiness 
of this machine ; there is, indeed, no perceptible oscillation when 
travelling at the highest speed, and this verifies the observation 
■ that the steadiness of an engine depends not on the position 
of the driving wheel, but upon the length of the rectangle 
covered by the wheels.' This engine at the same time daily 
traverses curves of 5 or 6 chains radius. 

"The 'Enfield' steam- carriage was originally intended to 
convey 84 passengers ; but as it was found that when she was 
put on as an express train the passengers increased in number, 
a ' North Woolwich ' carriage was attached capable of convey- 
ing 116 passengers, and also a guard's break-van, making 
provision altogether for 150 passengers, which is now her 
regular train taken at a speed of 37 miles per hour. 

" The following return shows the miles run and coke con- 
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sumed by this engine during the 1\ months regular working 
from January 29th to September 9th, 1849. 

14,021 total miles run. 

705 hours, running time. 
1,457 ditto, standing time. 

2,162 total hours in steam. 

743 cwts. coke consumed in running. 

408 cwts. ditto standing. 

286 cwts. ditto getting up steam. 

1,437 cwts. total coke consumed. 

11-48 ft>s. per mile average consumption of coke. 



"The 'Enfield' is in steam 15 hours per day, the fire being 
lighted about six in the morning and drawn at ten o'clock at 
night. But of these 15 hours it appears, by the return, that 
she is engaged running only 5 hours, the remaining ten being 
employed standing in the siding. It was found by experiment, 
that the quantity of coke consumed standing was 32 lbs. per 
hour; and after deducting this and the quantity consumed 
getting up steam, it will appear that the actual consumption of 
coke running is under 6 lbs. per mile. 

" It must also be particularly borne in mind, that this con- 
sumption of coke includes the total goods and coal traffic on 
the branch, amounting to 1410 tons; viz., 169 tons of goods 
and 1241 tons of coal. 

"The 'Enfield' steam -carriage worked the 10 a.m. pas- 
senger train from London to Ely, on 14th June, a distance of 
72 miles, taking behind her three of the ordinary carriages 
and two horse-boxes ; she arrived at Ely eight minutes before 
time, and the total consumption of fuel, including the getting 
up steam, was found to be 8f tts. per mile. The tubes of the 
boiler are only 5 feet 3 inches in length, and the economy of 
fuel is consequently scarcely at the maximum. 
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"Another engine on a similar plan to couple with a 40-feet 
carriage is now nearly ready, the tuhes being 6 feet 6 inches 
long, from which more economical results are expected. 

"The result of the writer's experience is the conviction that, 
for express purposes and for the larger portion of the branch 
traffic on railways, the light steam- carriage is the best-adapted 
and most economical machine, both as to first cost compared 
to the work done, and in working expenses. 

" The repairs of the permanent way are also very much 
reduced, as may be easily imagined. 

" On the Eastern Counties railway an engine and tender of 
say 30 tons, a break-van, a first-class carriage, and three third- 
class carriages, conveying say 120 passengers, make a total 
weight of 59 tons, and the consumption of coke, as has already 
been shown, is on the average 34 lbs. per mile. A steam car- 
riage weighing only 1 7 tons will transport the same number of 
passengers at from 7 to 8 lbs. of coke per mile when the best 
proportions are attained." 

Our concluding Plate, XIV., represents the experimental 
engine with which several interesting and important trials were 
made in 1846 and 1847 by MM. Gouin and Le Chatelier, 
with the view of determining the value of the 'lap, 5 and 
other arrangements in the management of the steam in loco- 
motive engines.* The engine represented is la Gironde, ori- 
ginally constructed at the Creasot, and afterwards partly 
reconstructed in the workshops of the Paris and Versailles 
Railway. 



The following are the principal dimensions of this engine : — 





Feet. 
5 


Ins. 

6 




3 


6 




3 


6 


Distance between the centres of the front and hind wheels . 


11 


11* 




1 


3 


Stroke of the piston . . . . ' • 


1 


6 


Area of the piston . . . . 176-715 sq. in. 







* Translated by Mr. R. Lloyd, and published by John Weale, London. 
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Feet. Int. 

Length of the cylindrical part of the hotter 8 3$ 

Interior diameter of the boiler 3 Hi 

Number of tubes . . 113 

Interior diameter of the tubes ..*.... If 

Interior diameter of the ferrules If 

Length of the tubes 8 7* 

Interior height of the copper fire-box above the fire-bars . 3 9| 
Height of the lower row of tubes above the fire-bars 1 7 J 

Length of the fire-box 2 11* 

Width of the fire-box 3 10* 

Area of the surface of the fire-place . 
Area of the space between the eighteen 

fire-bars 

Sectional area inside the ferrules of the 

smoke-box 
Diameter of the chimnev . 



1659 


sq. in. 


915-2 


sq. in. 


2322 


sq. in. 


• ■ 

176-2 


• 

sq. in. 


• • 
8742 


• 

sq. in. 


71298 


sq. in. 


80040 


sq. in. 


138188 


cub. in. 


72634 


cub. in. 


65485 


cub. in. 



3 
10* 



Sectional area of chimney 
Height of chimney 
Area of direct radiating surface 
Area of heating surface of tubes 
Total area of heating surface 
Total capacity of the boiler 



Weight of the engine 

when empty . 35728 lbs. or 15*95 tons. 

Weight of the engine 

when full . 37492 lbs. or 16*73 tons. 

Weight of the tender 

empty . . 13233 lbs. or 5-9 tons. 

Weight of the tender 

full . . 22055 lbs. or 9*8 tons. 

Interior diameter of the steam-dome 8| 

Sectional area of steam-space . . 20*92 sq. in. 

Area of opening in the regulator . 14*21 sq. in. 

Diameter of the steam -pipe 4$ 

Sectional area of steam-pipe . . 18*66 sq. in. 

Diameter of steam-pipes in the smoke-box .... 3f 

Sectional area of steam-pipes in the smoke- 
box 8*95 sq. in. 
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Feet. Im. 

Length of the steam-pipe from the face of the regulator to 

the valve-chest 7 41 

Height of the valve-chest 4£ 

Length of the valve-chest 2 1£ 

"Width of the valve-chest 10^ 

Capacity of the valve-chest after deducting 

the volume of the valve . . 1868 cub. in. 
Length of the openings of the steam-ports . . . , . . 10$ 

Width of the openings of the steam-ports 1$ 

Sectional area of the steam-port 12 2 

Its ratio to the area of the piston, ^ or -^.y 

Width of the eduction port 4$ 

Area of the eduction port . . . 42*3 sq. in. 
Sectional area of the eduction-pipe at its 

base . 37*6 sq. in. 

Demi area of the eduction-pipe at its base 18 6 sq. in. 
Sectional area in the middle of the pipe 19*2 sq. in. 

Stroke of eccentric 4 0 

Stroke of valve 4 Of 

ANTERIOR SURFACE OP PISTON. 

Ins. 

Angular advance of the forward eccentric 38 degrees. 

Linear advance of the forward eccentric 1£ 

Exterior overlap 1$ 

Interior overlap $ 

Lead of valve $ 

Advance of escapement 4 

Course of piston during the expansion 5£ 

Course of piston during the compression 4\ 

Capacity of space left between the piston 

and cylinder-cover . . . 309 cub. in. 

POSTERIOR SURFACE OF PISTON. 

Int. 

Lead of valve £ 

Advance of the escapement . • | 

Course of the piston during the expansion .... 6£ 
Course of the piston during the compression .... 3f 
Capacity of space left between the piston 

and the cylinder-cover . • 309 cub. in. 
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Two light engines put on the Cork and Bandon line were of 
the following construction : — 8-inch cylinders, 12 inches stroke, 
on four wheels; driving wheels, 5 feet in diameter; leading 
wheels, 3 feet diameter; distance between wheel-centres, 10 
feet 6 inches ; length of boiler-barrel, 9 feet 8 inches ; diameter 
of barrel, 2 feet 4 inches; circular fire-box, 90 tubes If 
diameter; length of tubes, 10 feet. The two engines are 
christened by sonorous Gaelic names, corresponding, in plain 
Saxon, to "Running Fire," and " Whirlwind." The weight 
of these engines is 8 J- tons empty. They carry the water and 
fuel on their own frame. 

The Engineer's Report, comparing the two classes of engines 
during five months' performance, from August 1st to Decem- 
ber 31st, 1849, states that "The passenger trains are con- 
veyed by the ' light' or small engines, which continue to afford 
the most satisfactory proof of their efficiency and economy in 
working the passenger traffic on your line. 

" The trains frequently consist of the following stock, all 
fairly laden : — 

" One large first and second class carriage for 58 passengers. 
" One third-class carriage for 40 passengers. 
"One horse-box for 3 horses. 
" One carriage truck. 

" Such trains are conveyed between Bandon and Ballinhas- 
sig stations in twenty minutes, being at the rate of 30 miles 
per hour, including stoppages. (Gradient, 3£ miles, 1 x 100; 
total distance, 10 miles.) 

" The daily consumption of coke for each of these engines 
has been registered as follows : — 

Cwt*. cjrs. lbs. 

Consumed in lighting engine, time occupied 2 hours .2 0 16 
Consumed standing in steam, time occupied 8 hours .2 1 17 
Consumed in running 60 miles, time occupied 2 hours 1 3 26 

Total daily consumption . .62 3 
Which is equivalent to 1 2\ lbs. per mile per day of twelve hours ; 
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but it will be seen tbat the running time is two hours, during 
which the consumption is not more than 3 J lbs. per mile. 

" The average daily consumption of the Company's ordinary- 
sized engine with the same work, is 22£ lbs. per mile per day, 
or nearly double that of the light engines ; and the same dif- 
ference also arises between the two classes of engines in the 
consumption of oil, grease, &c, so that an important saving 
has been effected in the working expenses, by the adoption of 
engines whose powers and dimensions are in proportion to the 
loads they are required to convey." 

We conclude this section by quoting Mr. Adams' Summary 
of the Mechanical Requirements of Railways, which summary 
embraces many of the most important objects to be arrived at 
in designing and constructing railway works and appliances, 
and is altogether a peculiarly practical and suggestive enume- 
ration : — 

M 1 . That the drainage be efficient, and substructure firm. 

Cf 2. That the sleepers, whether of wood, or stone, or metal, 
should possess sufficient bearing surface to prevent their crush- 
ing into the ballast beneath the rolling loads. 

" 3. That the surface-bearing of the rails on the sleepers 
should be as continued and extended as practicable. 

w 4. That the rails should be of such a section in vertical 
depth, that the maximum load on them may not induce deflec- 
tion. 

u 5. That the rails should be of a width proportioned to the 
loads rolling over them, increasing the breadth as the load 
increases, on the same principle that a broad wheel is used 
with a heavy waggon on a highway. And that in case it be 
found advantageous to run very heavy engines, the upper sur- 
face of the rails should be steeled to resist abrasiou. 

" 6. That the joints of the rails should be so secured as to 
be immoveable beneath the rolling loads, yet permitting free 
expansion and contraction, so that there be no deflection, but 
an equable surface throughout. 

" 7. That on curves the rail should be bent by a machine, 



Digitized by 



140 



ADAMS* SUMMARY. 



so as to prevent the occurrence of tangential lines and sinu- 
osities. 

" 8. That the maximum weight on the wheel tires of the 
engines and carriages should be considerably within the limit 
tending to produce deflection or abrasion of the rails, or crush- 
ing of the sleepers or substructure, or the treading out of the 
tires. Neglect of this causes enormous waste of steam power. 

u 9. That the construction of the engine should be so ar- 
ranged as to keep the centre of gravity low, and the base 
extended, in order to prevent mischievous and dangerous oscil- 
lation. 

" 10. That the carriages and the waggon should be made as 
long and as wide as the curves and the width of the railway 
will permit, in order to prevent oscillation, and to economise 
space, material, and locomotive power in working. 

"11. That each carriage or waggon should maintain steadi- 
ness by its length, without trammelling the wheels, which 
should be free to move laterally, to suit the curves or inequa- 
lities of the rails, and avoid friction. 

The following interesting statements of Cost of Locomotive 
Engines on the Lancashire and Yorkshire Railway, cannot fail 
to be interesting. 
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Railway Wheels. — The wheels for railway carriages being a 
most important item in railway expenditure, and, viewed in 
respect of public safety, claiming not only professional, but 
public, attention and anxiety, we have gladly embraced an op- 
portunity of incorporating in this work, intended for general 
information, a description of some of the latest and most use- 
ful improvements introduced in the construction of wheels for 
railway purposes. 

A very excellent description, by Mr. H. B. Barlow, will be 
found, fully illustrated, of all the early inventions in this de- 
partment, in a work entitled, Railway Engine and Carriage 
Wheels. This work brings the description down to the year 
1847. Our example is of more recent date, and has enjoyed 
sufficient trial to be entitled to be now considered an estab- 
lished and approved example. 

DESCRIPTION OP MANSELL's PATENT SAFETY "WHEEL. 

The merits of this wheel for railway purposes are its safety 
and economy, combined with simplicity in its construction and 
repairs, which advantages may be enumerated as follows : — 

1st. Safety in the event of a tire breaking, even should it 
break into a number of pieces, as under such a circumstance 
not any piece can leave the wheel, which would still remain 
efficient for travelling without risk or danger to passengers, or 
mischief to the train. Experience has satisfactorily proved 
this. 

2nd. Less liability to fracture of the tires than exists in any 
other description of wheels, in consequence of their being 
fixed in a cold state with equal strain throughout their circum- 
ference, and without any holes through them. 

3rd.. Greater durability and amount of wear in the tires, 
which on these wheels may be used much thicker, and worn 
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much thinner than on any of the ordinary descriptions. Tires 
made of steel or other very hard and lasting material, may be 
used on these with perfect safety ; even chilled cast-iron tires 
are in satisfactory use thereon. 

4th. The body of this wheel being a cylindrical disc, equally 
supports the tire throughout its circumference, and cannot be 
flattened or pressed out of true figure, consequently preventing 
the destruction of tires, which get turned down or rather cut 
away in a lathe, to make them cylindrical after a yielding of 
spokes and consequent flattening of periphery, which frequently 
takes place in all wheels with tires shrunk thereon. 

5th. Less liability to fracture of the axle, owing to the dimi- 
nution of vibration on concussions, by reason of the timber disc 
or body materially reducing, if not wholly absorbing, its crys- 
tallizing and mischievous effect on the axle. 

6th. Simplicity of construction and repair, by reason of its 
material being wholly prepared and put together by the agency 
of machinery, which secures for it uniformity and the greatest 
accuracy of construction without any fitting by manual labour. 

7th. This is also a true balance wheel, which feature de- 
serves consideration in its influence on the wear and tear of 
both road and vehicles. 



Fig. 48. Front Elevation. 
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Fig. 49. Cross Section. 
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Fig. 51. Front Elevation of Tire. 
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EXPLANATION OF THE DIAGRAMS. 

In the front elevation, fig. 48, A represents the tire, B the 
front securing ring, C the timher disc or body, and D the boss, 
the same parts being represented in each figure of detail by 
corresponding letters in italics. 

The tire is perfectly parallel, being bored conical on the in- 
side periphery, and is provided with a cylindrical groove on 
each of its sides (as shown by fig. 52) cut to gauge, into 
which are fitted the flanges of the securing rings. The timber 
body C is formed by wedges cut to the proper angle and 
pressed together by machinery ; while under pressure they are 
cut truly cylindrical, and in a conical form, to suit the bevel 
and size of the inside periphery of the tire. The body is after- 
wards tightly thrust into the tire by hydraulic pressure, after 
which the securing rings are fixed (one at each side), with 
their endless flanges placed into the grooves of the tire, and 
bolted laterally through the timbers, thus, by their great 
strength (being combined, and on the edge), securing that 
safety, &c, previously alluded to. The cheeks of the boss are 
tightly screwed against the sides of the timber, the centre is 
bored to suit the size of the axle, and the wheel is completed. 

Observation. — In the year 1849 a tire on one of these 
wheels was cut into three distinct pieces, and worked under a 
waggon in that condition for nearly twelve months as an ex- 
periment prior to an introduction of the system on the South 
Eastern Railway, where they are now almost in general use. 
There are at the present time several thousands of them work- 
ing on that and other lines of railway in the United Kingdom, 
and their safety and economy are confirmed by the practical 
experience of 6£ years' wear and tear. During that period a 
few (about four) unsound tires have broken while en route, 
but such were safely allowed to proceed without delay or incon- 
venience to the trains. The economy of wear and tear in these 
wheels has been found very considerable when compared with 
iron-spoked wheels 
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Adam's light engines, page 130. 
Adhesion of the wheels, 62. 
Atlas, description of the, 104. 
Axle-boxes, 88* 
Axle, cranked, 56. 

Blenkinsop's locomotive engine, 

2* 

Blow-off cocks, M± 

u Bogie" engines, 12, 102, 

Boiler, 2^ LL 

Brake, 98. 

Brunton's automatic legs, 2* 
Buffers, 20. 

Chapman's chain for locomotive 

engines, 2* 
Cocks, blow-off, 34* 

Coke, 2a* 

Competition for locomotives on 
Liverpool and Manchester Rail- 
way, liL 

Connecting rod, 4, 54. 

Cost of locomotive engines, 141. 

Coupling rods outside the wheels, 
LL 

Crampton'8 locomotive engine, 122. 

Crank, 4. 

Cranked axle, 56. 

Cross-heads and guides, 52. 

Cups, oil, 22, 

Cylinders, 36* 

and pistons, 42* 

Damper, the, 27. 
Draw- pin, 91. 

Eccentrics, 63. 
44 Enfield," the, 133* 



" Express," the, 131* 
External fire-box, the, IE. 

44 Fair Field," the, 13L 
Feed-pipe, 3* 
Feed-pumps, 28, 77. 
Fire-box, 2. 

Fire-box, the external, 18. 

internal, 12* 

Fire and heating power, 34* 
Folkstone, the, 124. 
Four-wheel engines, 100* 
Framing, wheels, &c. of engine, 80* 
of tender, 26, 

Gauge, 22* 

George Stephenson's locomotive 

engine, 2, 
44 Gironde," La, 135* 
Great Western Railway engines, 

106* 

Grey's gearing, 108. 
Guides and cross-heads, 52. 

Hawthorn's engines, 106. 
Heating power and fire, 34* 
History of locomotives since 1838, 
22* 

Inside bearings, 22* 
Inside frames, 22. 
Internal fire-box, the, 12, 
44 Ixion," the, 121* 

Killingworth engine, 2* 

La 44 Gironde," 135* 
44 Lap" of valves, 108* 
Lead-plug, 31* 
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" Lead" of the slide, 75. 

Light engines, Adams', 130, 138. 

Link-motion, 108. 

Liverpool and Manchester Railway 
competition for locomotives, 13. 

" Liverpool," the, 123. 

Locomotive engine, Stephenson's 
patent, liL 

" Long Boiler" engine, Stephen- 
son's, 119. 

Man-hole, 33. 

Mansell's patent safety wheel, 113. 
Mechanical requirements for rail- 
ways, 139. 
"Morning Star," the, 99* 
Mud-holes, 34. 
Multitubular flue boiler, 13. 
Murdoch's locomotive engine, 6. 

" Namur," the, 122. 
" Novelty," the, 11. 

Oil-cups, 72. 

Outside cylinder tank engine, 110. 
Outside framing, &c, 87. 
" Overlap," 108. 

Patent locomotive engine, Ste- 
phenson's, 15. 
Patent safety wheel, Mansell's, 113. 
Pistons and cylinders, 12. 
Piston-rod, 19. 
u Planet," the, 15* 
Plug, lead, SL 
Priming, 3fL 
M Pyracmon," the, 110. 

Reciprocating rectilineal mo- 
tion, 4. 
Regulator, 39. 

Requirements of railway, mechani- 
cal, 139. 



Reversing gear, 57, 
" Rocket," the, 14. 
Rod, piston, 19. 
Rods, connecting, 51. 
Rolling stock, 129. 

Safety-valves, 31. 
Sans Pareil, the, 14. 
Seguin's patent, 12. 
Six-wheel engines, 101. 
Slide-valves, 11. 
Slide-valve gear, 65. 
Smoke-box, 2. 
Smoke-box, the, 25. 
Smoke-box doors, 28. 
Springs, 90. 
Steam-chests, 11. 
Steam-whistle, 95. 
Stephenson's "Long Boiler" en- 
gine, 119. 

■ patent locomotive en- 
gine, 15. 

Stroke of the piston, 5. 
Sun and planet wheels, 5. 

Tank of tender, 97. 

Tank engine, outside cylinder, 110. 

Tender, 95. 

Trevi thick's locomotive engine, (L 
Tubes, the, 21. 

Valves, safety, 31. 
Valves, slide, 1L 

Watt's locomotive, 6. - 

Wheel, Mansell's patent safety, 143. 

Wheels, adhesion of the, 52. 

■ framing, &c. of engine, 80, 
of tender, 97. 

Whistle, 95. 

Working of slides and piston, 7L 



the end. 
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John Wcale, 59, High Holborn, Loi.don, W.C. 
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R. WE ALE'S RUDIMENTARY SERIES 



EUDIMENTARY. — 18, 19. — ARCHITECTURE, 
Principles of Design in by E. L. G ARBETT, Architect, 2 vols. 



In (forty 12aio, with Woodcuts, cloth, price 2s. 

JDII 

Princi 

inJL- 

In demy 12mo, with Woodcuts, cloth, price 2s. 

RUDIMENTARY. — 20, 21. — PERSPECTIVE, 
;__ by G. PYNE, Artist, 2 vols, inj. 

In demy 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY.— 22.— BUILDING, Art of, 
by E. D(jB S0 N,C.E. 

In demy 12rao, with Woodcuts, cloth, price 2s. 

ft UDIMENTARY. — 23, 21.— BRICK-MAKING, 

J-V TILE-MAKING, &c ., Art of, by E. DOBSON, C.E., 2 vols. 
in 1. 

In d*my 12ino, with Woodcuts, cloth, price 2«. 

T) UDIMENTARY. — 25, 26. — MASONRY AND 

STONE-CUTTING, Art of, by E. DOBSON, C.E., 2 vols. 

in 1. 

In demy 12m<>, with Woodcuts, cloth, price 2s. 

D UDIMENTARY.— 27, 28.— PAINTING, Art of, 

or a GRAMMAR OF COLOURING, by GEORGE FIELD, 
2 vols, in t. 

In demv 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTAR Y. — 29. — PRACTICE OF 
DRAINING DI3TRICTS AND LANDS, Art of, by G. D. 
DEMPSE Y, C.E. 

In demy 12mo, with Woodcuts, cloth, price Is. 6d. 

RUDIMENTAR Y.— 30.— PRACTICE OF 
DRAINING AND SKWAGE OF TOWNS AND BUILD- 
INGS, Art of, by G. D. DEM PSEY, C.E. 

In demy 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 31. — WELL-SINKING 
AND BORING, Art of, by G. R. BURNELL, C.E. 

In demv 12mo. with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 32. — USE OF INSTRU- 
MENTS, Art of the, by J. F. HEATHER, M.A. 

In demy 12rao, with Woodcuts, cloth, pi ic« Is. 

RUDIMENTARY. — 33. — CONSTRUCTING 
CRANES, Art of, by J.GLYNN, F.R.S., C.E. 

In demy 12mo, with Woodcuts, cloth, price Is. 

EUDIMENTARY. — 34. — STEAM ENGINE, 
Treatise on the, by Dr. LARD NER. 

In demv 12mo, with Woodcuts, cloth, price Is. 

T) UDIMENTARY. — 35. — BLASTING ROCKS 

XV AND QUARRYING, AND ON STONE, by LieuL-Gen. Sir 
J BUKGOYNE. Hart., G C.H., K.E. 

In d» mv 12nio. with Woodcuts, cloth, price 4s. 

EUDIMENTARY.— 36, 37, 38, 39. — DICTION- 
ARY OF TERMS used by Architects, Builders, Civil and 
Mechanical Engineers, Surveyors, Artists, Ship-builders, &c, 
vols, in 1. 

In demy 12mo, cloth, price Is. 

T) UDIMENTARY.— 40. — GLA SS STAINING 

Art of, by Dr. M. A. GESSERT. 
John Weale, 59, High Holborn, Lo idon, W.C. 
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K. WE ALE'S RUDIMENTARY SERIES. 



In demy l'ivao, cloth, price Is. 

RUDIMENTARY. —41. — PAINTING ON 
GLASS, Essay on, by E. O. FROMBERG. 

In demy 12kt\ with Woodcuts, cloth, price Is. 

D UDIMENTARY. —42.— COTTAGE BUILD- 

J-V ING, Treatise on. 



In demy 12mo, with Woodcuts, cloth, price la. 

X) UDIMENTARY. — 43. — TUBULAR AND 

J-** GIRDER BRIDGES, and others, Treatise on, more particu- 
larly describing the Britannia and Conway Bridges. 

In demy 12mo. with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 44. — FOUNDATIONS, &c, 
b y E. DOBSON, C.E. 

In demy 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 45. — LIMES, CEMENTS, 
MORTARS, CONCRETE, MASTICS, Ac, by G. R. BUR- 
NELL.C.E. 

In demy 12mo, with Woodcuts, cloth, price Is. 

T) UDIMENTARY. — 46. — CONSTRUCTING 

J-V AND REPAIRING COMMON ROADS, by H. LAW, C.E. 
In demy 12mo, with Woodcuts, cloth, price 3s. 

P UDIMENTARY. — 47, 48, 49.— CONSTRUC- 

Xl» TION AND ILLUMINATION OF LIGHTHOUSES, by 
ALAN STEVENSON. C.E., 3 vols, in 1. 

In demy 12mo, with Woodcuts, cloth, price Is. 

TJ UDIMENTARY.— 50.— LAW OF CON- 

TRACTS FOR WORKS AND SERVICES, by DAVID 
GIBBONS, S.P. 

In demy 12<no, wilh Woodcuts, cloth, price 3s. 

RUDIMENTAR Y. — 51, 52, 53. — NA VAL 
ARCHITECTURE, Principles of the Science, by J. PEAKE, 
N.A., 3 Yols . in L 

In d> my 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY AND ELEMENTARY.— 53*. 
— PRACTICAL CONSTRUCTION concisely stated of Ships 
for Ocean or River Service, by Captain H. A. SOMMERFELDT, 
N.R.N . 

In mywl 4»o with Engraved Plates, cloth, price 7s. 6d. 

D UDIMENTARY. — 53** — ATLAS of 15 Plates 

•*»• to ditto, drawn ai.d engraved to a Scale for Practice. — For the 
convenience of ihe Operative Ship Builder the Atlas maybe had 
in three separate Parts. Part I., 2s 6d. Part IL, 2s. 6d. Part 
III., 2s. 6d. 

In demy I2m<», with - Woodcuts, cloth, price Is. 6d. 

RUDIMENTARY. — 54. — MASTING, MAST- 
MAKING, AND RIGGING OF SHIPS, by R. KIPPING, 

_ Aj 

In demy 12nm, with Woodcuts, cloth, price 2s. 6d. 

RUDIMENTARY.— 54*.— IRON SHIPBUILD- 
ING. hv JOHN GRANTHAM. N.A. and C.E. 

In demy 12 mm. with Woodcuts, cloth, price 2s. 

E UDIMENTARY. — 55, 56.— NAVIGATION ; 
THE SAILORS SKA-BOOK— How to Keep the Log and 
Work it Off -Latitude and Longitude— Great Circle Sailing— Law 
of Storms and variable Winds; and an Explanation of Terms used, 
with coloured Illustrations of Flags, 

John Weale, 59, High Holboni, London, W.C. 
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R. WEALE'S RUDIMENTARY SERIES. 



In demy 12mo, with Woodcuts, cloth, price 2s. 

RUDIMENTARY. — 57, 58. — WARMING AND 
VENTILATION, by CHARLES TOML1NSON, 2 vols, in 1. 

In demy 12mo. with Woodcuts, cloth, price Is. 

T) UDIMENTARY. — 59. — STEAM BOILERS, by 

A* R. ARMSTRONG, C.E. 

In demv 12mo, with Woodcuts, cloth, price 2s. 

T) UDIMENTARY. — 60, 61. — LAND AND 

ENGINEERING SURVEYING, by T. BAKER, C.E., 2 vols, 
in 1. 

In demv 12mo, with Woodcuts, cloth, price Is. 

TJ UDIMENTARY AND ELEMENTARY. — 62. 

—PRINCIPLES OF RAILWAYS, for the Use of the Be- 
ginner in his Studies; with Sketches for Construction. By Sir R. 
MACDONALD STEPHENSON. Vol.1. 

In demv 12mo, wiih Woodcuts, cloth, pjice In. 

"RUDIMENTARY.— 62*.— RAILWAY WORK- 

ING IN GREAT BRITAIN, Statistical Details, Table of 
Capital and Dividend.", Revenue Accounts, Signals, &c. Vol. II. 

In demv l2mo. with Woodcuts, cloth, price 3s. 

T) UDIMENTARY. — 63, 64, 65. — AGRICULTU- 

RAL BUILDINGS, the Construction of, on Motive Powers, 
and the Machinery of the Steading; and on Agricultural Field 
Engines, Machine*, and Implements, by G. II. ANDREWS, 3 
vols in 1. -John Wea le, 59. High Holborn, London, W.C. 

In demy 12mo, cloth, pric* Is. 

K UDIMENTARY. — 66. — CLAY LANDS AND 
LOAM Y SOILS, by Professor JOHN DONALDSON, A.E. 

In demy 12mo. with Woodcuts, cloth, price 3". 

"O UDIMENTARY. — 67, 68. — CLOCK AND 

.IV WATCH-MAKING, AND ON CHURCH CLOCKS AND 
BELLS, by E. B. DKNISON, M.A., 2 vols, in 1, considerably 
extended. Fourth Edition. 

In demy 12mo. with Woodcuts, cloth, price 2d. 

RUDIMENTARY. — 69, 70. — MUSIC, Practical 
Treatise on, by C. C. SPENCER, Mm. Dr. 2 vols, in JL. 

In d»*my 12mo, cloth, price Is. 

T) UDIMENTARY. — 71 . — PIANOFORTE, In- 

-IV structi m for Playing the, by C. C. SPENCER, Mus. Dr. 

In demy 12mo, with Steel Engravings and Woodcuts, cloth, price 

5s. 6d. 

13 UDIMENTARY. — 72, 73,74,75,75*. — RECENT 

» FOSSIL SHELLS (A Manual of the Molluscs), by SAMUEL 
P. WOODWARD, of the Brit. Mus. 4 vols, in 1, with Supplement. 

In demy 12mo., with Woodcut*, cloth, price 2<?. 

E UDIMENTARY. — 76, 77. — DESCRIPTIVE 
GEOMETRY, by J. F. HEATHER , M.A. 2vols.in i. _ 

In demy 12mo, with Woodcuts, price Is. 

P UDIMENTARY. — 77*. — ECONOMY OF 

FUEL, by T. S. PRIDE VUX. 
In demy 12mo, 2 vol? . in 1, with Woodcuts cloth, price 2s 

RUDIMENTARY. — 78, 79. — STEAM AS AP- 

A * PLIED TO GENERAL PURPOSES. 

John Weale, 59. High Holborn, Loudon, W.C. 
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R. WE ALE'S RUDIMENTARY SERIES. 



In demy 12rao, with Woodcuts, cl^ib, price Is. 6d. 

RUDIMENTARY.— 78*.— LOCOMOTIVE EN- 

GIN12, bv G. D. DEMP3EY, C.E. 



In royal 4to, ctoth, price 4s. 6d. 

pUDIMENTARY. — 79*. — ATLAS OF EN- 

■« GRAVED PLATES to DEMPSEY'S LOCOMOTIVE 
ENGIN ES. 

In demy I2m\ with Woodcuts, c'oth, price Is. 

RUDIMENTARY.— 79**.— OX PHOTOGRA- 
PHY, the Composition and Properties of the Chemical Sub- 
stances used, hy Dr. II. II At.LEUR. 

In demv 12mo., with Woodcuts, cloth, price 2s. 6d. 

pUDIMENTARY. — 80, 81. — MARINE EN- 

H GINES AND ON THE SCREW, &c , by R. MURRAY, C.E. 
2 vols, in 1, 

In demy 12 mo, cloth, price 2p. 

RUDIMENTARY— 80*, 81*.— EMBANKING 
LANDS FROM THE SEA, by JOHN WIGGINS, F.G.S. 
2 vols, in 1. 

In demy. 12mo, with Woodcuts, cloth, price 2s. 

RUDIMENTARY. — 82, 82*. — POWER OF 
WATER, AS APPLIED TO DRIVE FLOUR MILLS, 
by JOSEPH GLYNN, F.R.3., C.E. 

In demy 12mo, cloth, price Is. 

1} UDIMENTARY.-83.- BOOK-KEEPING, by 

JAMES HADDON, M.A. 



In demy 12mo, with Woodcuts, price 3s. 

-RUDIMENTARY. — 82**, 83*, 83 {bis) COAL 

GAS, on the Manufacture and Distribution of, by.SAMUEL 
HUGHES, C.E, 

In dtmy 12rno, with Woodcuts, cloth, price 3s. 

PUDIMENTARY— 82***.— WATER WORKS 

-*-V FOR THE SUPPLY OF CITIES AND TOWN8 ; Works 
which have been executed for procuring Supplies by means of 
Drainage Areas and by Pumping from Wells, by SAMUEL 
HUGHES, C.E. 

In demy 12rao, with Woodcuts, cloth, price ls.6d. 

PUDIMENTARY. — 83**.— CONSTRUCTION 

OF DO OR LOCKS. 

Inderav 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 83 {bis) — FORMS OF 
SHIPS AND BOATS, by W. BLAND, of liar til p. 

In demy 12mo, cloth, price Is. 6d. 

RUDIMENTARY. —84.— ARITHMETIC, with 
numerous Examples, by Prof. J. R. YOUNG. 

In demv 12mo, cloth, price 1m. 6d. 

PUDIMENTARY.— 84*.— KEY to the above, 

by Prof. J. R. YOUNG. 

In demy 12mo, cloth, price Is. 

EUDIMENTARY. — 85. — EQUATIONAL 
ARITHMETIC, Questions of Interest, Annuities, Ac, by 
W.HIPSLEY. 

John Weale, 59, High Holborn, London, '/W.C. . 
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R. WE ALE'S RUDIMENTARY SERIES. 



In demy 12mo, cloth, price Is. 

T) UDIMENTARY. — 85*. — SUPPLEMENTARY 

" VOLUME TO HIPSLEY'S EQU ATIONAL ARITHME- 
TIC, Table* for the Calculation of Simple Interest, with Logarithms 
for Compound Interest and Annuities, &c , &c, by W. HIPSLEY. 

In demy 12 mo, cloth, price 2s. 

RUDIMENTARY. — 86, 87. — ALGEBRA, by 
JAMES II ADDON, M.A. 2 vols, in 1. 

In demy 12mo, in cloth, price Is. 6d. 

D UDIMENTARY. — 86*, 87*. — ELEMENTS OF 

+ ALGEBRA, Key to the, by Prof. YOUNG. 

In demy 12mo, with Woodcuts, prlc* 2*. 

RUDIMENTARY.— 88, 89. — ELEMENTS OF 
GEOMETRY, by HENRY LAW, C.B. 2 vols, in 1. 

In demy 12mo. with Woodcuts, cloth, price Is. 

T> UDIMENTARY. — 90. — GEOMETRY, ANA- 

£* LYTIC A L, by Prof. JAMES HANN. 

In riemv 12ino, with Woodcuts, cloth, pric*' 2s. 

T) UDIMENTARY. — 91, 92. — PLANE AND 

J-V SP H ERICAL TRIGONOMETRY, by the gtme. 2vols.ini. 
In demy 12mo, with Woodcuts, cloth, price Is. 

RUDIMENTARY. — 93.— MENSURATION, by 
T. BAKER, C.E. 

In demy 12mo, cloth, price 2h. 6d. 

T> UDIMENTARY. — 94, 95. — LOGARITHMS, 

Tables for facilitating Astronomical, Nautical, Trigonometri- 
cal, and Logarithmic Calculations, by H. LAW, C.E. New Edition, 
with Tables of Natural Sines and Tangent*, and Natural CoBines. 
2 vols, in 1. 

In demy 12mn f with Woodcuts, cloth, price 18. 

RUDIMENTARY.— 96.— POPULAR ASTRO- 
NOMY. By the Rev. ROBERT MAIN. M.R.A.S. 



"p UDIMENTARY. — 97.— STATICS AND DY- 

« NAM1CS, by T. BAKER, C.E. 

In d«»niv 12mo, wi'h 220 Wo-xlcnts, cloth, price 2s. 6d. 

p UDIMENTARY. — 98, 98\ — MECHANISM 

+ AND PRACTICAL CONSTRUCTION OF MACHINES, 
by T. BAKER, C.E, and ON TOOLS AND MACHINES, by 
JAMES N AS M YTH, C.E . 

In demy 12mo. with Woodcuts, cloth, price 2s. 

P U DI M ENTARY. — 99, 100.— NAUTICAL AS- 

L\> TRONOMY AND NAVIGATION, by Prof. YOUNG. 2 
vo ls, in 1 , _____ 

In demv 12uio, cloth, price Is. 6d. 

"RUDIMENTARY. — 100*. — NAVIGATION 

* TABLES, compiled for practical use with the above. 



In demy 12mo, cloth, price Is. 

]) UDIMENTARY. — 101. — DIFFERENTIAL 

CALCULUS, by Mr. WOOLHOUSE, F.R.A.S. 
• John Weale, 69, High Holborn, London, W.C. 
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In demv 12mo, cloth, price 1*. fid. 

J) UDIMENTARY. — 101*. — WEIGHTS AND 

J-t * MEASURES OF ALL NATIONS : Weights, Coins, and the 
various Divisious of Time, with the principles which determine 
Rates of Exchan ge, by Mr. WOOLIIOUSE. F.K.A.S. 

In demv 12mo, in cloth, priCH Is. 

RUDIMENTARY. — 102. — INTEGRAL CAL- 
CULUS. hv H. COX. M.A. _ 

In demy 12mo, in cloth, price Is. 

E UDIMENTARY. — 103. — INTEGRAL CAL- 
CULUS. Examples of. by Prof. J A M KS U AX N . 

In demy 12mo, cloth, price 1m. 

T) UDIMENTARY. — 104. — DIFFERENTIAL 

-IV CALCULUS. Examples of, by J. H ADDON, M.A. 
In demv 12mo, with Woodcuts, cloth, price Is. 6d. 

RUDIMENTARY. — 105. — ALGEBRA, GEO- 
METRY, AND TRIGONOMETRY, Mnemonical Lessons, 
by theR^v. T. PENYNGTON K1RKMAN, M.A. 

■ ■ — ■■■■I., i i .. — ■ - ■ ■ -i ■ — ■ ■ - 

In demy 12mo, with Woodcuts, cloth, price l«.6d. 

UDIMENTARY.- 106— SHIPS' ANCHORS 

FOR ALL SERVICES, by Mr. GEORGE COTSELL, N A. 



R 



In demy 12mo, with Woodcuts, prtcn 2s. fid. 

T) UDIMENTARY. —107. — METROPOLITAN 

mjl LD1NGS ACT in present operation, with Notes, and the 
Act dated Augutt 28th, 1860, for better supplying of Gas to the 
Metropolis. 

In demy 12mo, cloth, price 1h. fid. 

EUDIMENTARY. — 108. — METROPOLITAN 
LOCAL M A N AG EMENT ACTS. All the Acts. 

In demy 12mo, doth, price 1m. 6d. 

"RUDIMENTARY, — 109. — LIMITED LIA- 

BILITY AND PARTNERSH IP ACTS. 

In demy 12mo, cloth, price Is. 

T) UDIMENTARY. — 110. — SIX RECENT LE- 

-A-t GISLAT1VE ENACTMENTS, for Contractors, Merchants, 
andJTradesnien. 

In demy 12mo, cloth, price 1<*. 

EUDIMENTARY. — 111. — NUISANCES RE- 
MOVAL AND DISEASE PREVENTION ACT. 

In demy 12mo, cloth, price Is. 6d. 

EUDIMENT A RY. — 112. — DO M ESTIC MEDI- 
CINE, PRESERVING HE ALTH. by M. RASP AIL. 

In demv 12rao, cloth, price Is. 6d. 

T) UDIMENTARY. — 113. — USE OF FIELD 

1* ARTILLERY ON SERVICE, by Lieut.-Col. HAMILTON 
MAX WELL. B.A . 

In demy 12mo, with Woodcuts, cl <tb, price Is 6d. 

T> UDIMENTARY.— 114.— ON MACHINERY: 

Rudimentary and Elementary Principles of the Construction 
and on the Working of Machinery, by C. D. ABEL, C.E. 

In royal 4to, cloth, price 7s. 6d. 

RUDIMENTARY. — 115. — ATLAS OF SLATES 
OF SEVERAL KINDS OF MACHINES, 17 very valuable 
Illustrative plates. 

John Weale, 59, High Holborn, London, W.C. 
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R. WE ALE'S RUDIMENTARY SKRIES. 



In demv 12mo. w»th Woodcuts, cloth, price l«:.6d. 

ft UDI MENTA RY. — 116. — TREATISE ON 

ACOUSTICS : The Distribution of Sound, by T. ROGER 
SMITH, Architect. 

In demv 12mo, wi»h WooJcuts, cloth, price 2s. 6d. 

RUDIM ENTARY. — 1 1 7.— S U BTERR ANEOUS 
SURVEYING, HANGING THE LINE WITHOUT THE 
MAGNET. By THOMAS FEN WICK, Coal Viewer. With Im- 
provements and Modern Additions bv T. BAKER, C.E. 

In demy 12mo, with Plates and Woodcuts, c'.oth. price 3s. 

T3 UD I MENT ARY. — 1 1 8, 119.— ON THE CIVIL 

-t* ENGINEERING OP NORTH AMERICA, by D. STEVEN- 
SON, C.E. 2vols.ini. 

In d^mv 12mo. with Woodcuts, cloth, price 8*. 

RUDIMENTARY. — 120. — ON HYDRAULIC 
ENGINEERING, by G. R. BURNELL, C.E. 2 vols, in 1. 

In demv 12mo. with 2 Engraved Plates, c.1"th, price Is. 6d. 

RUDIMENTARY. — 121. — TREATISE ON 
RIVERS AND TORRENTS, from the Italian of PAUL 
FRISI. 

In demy 12mo. bv PAUL FRISI. in cloth, price Is. 

RUDIMENTARY.— 122.— ON RIVERS THAT 
CARRY SAND AND MUD, and an ESSAY ON NAVI- 
GABLE CANALS. 121 and 122 bound together, 2s. 6d. ■ 

In demv Timo, with Woodcuts, clnth, price Is. 6d. 

RUDIMENTARY. — 123. — ON CARPENTRY 
AND JOINERY, founded on Dr. Rob' son's Work. 

In demv 4to, cloth, price 4«». Gd. 

ft UDIM ENTARY.— 123* —ATLAS of PLATES 

A* in detail to the CARPENTRY AND JOINERY. 123 and 
1 23* bound together in cloth in 1 vol. 

In demv 12mo, with Woodcuts, elo»h, price Is. 6d. 

RUDIMENTARY. — 124. — ON ROOFS FOR 
PUBLIC AND PRIVATE BUILDINGS, founded on Dr. 
Robison's Work. 

In roy«l 4to, cloth, price 4s. 6 i. 

ft UDIMENTAR Y. — 124*. — RECENTLY CON- 

■Cw STRUCTED IRON ROOFS, Atlas of plates. 

In demv 12in«. with Woodcuts, cloth, price 3s. 

RUDIMENTARY. — 125. — ON THE COMBUS- 
TION OF COAL AND THE PREVENTION OF SMOKE,. 
Chemlcallv and Practically Considered, by CHARLES WYE 
WILLIAMS. 

In d-rav 12mo. cl.iih. 126 and 126 tocethar. price 3s. 

ft UDIM ENTARY. — 1 26. — I ILLUSTRATIONS 

to WILLIAMS'S COMBUSTION OF COAL. 125 and 120, 
2 vols, bound in 1. 

In demy 12mo, with Woodcuts, cloth, price Is. Gd. 

RUDIMENTARY. — 127. — PRACTICAL In- 
structions IN THE ART OF ARCHITECTURAL 
MODELLING. 

John Weale, 59, High Hoiborn, London, W.C. 
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AVE ALE'S RUDIMENT AKY SERIES. 



In demy 12mo, with Engravings and Woodcuts. 

RUDIMENTARY. — 128. — THE TEN BOOKS 
OP M. VITRUVIUS ON CIVIL, MILITARY, AND 
NAVAL ARCHITECTURE, translated by J03EPH GWILT, 
Arch. 2 vols, in 1. 



In demy 12mo, 128 and 129 together, cloth, price 5s. 

T> UDIMENTARY. — 129. — ILLUSTRATIVE 

J-V PLATES TO VITRUVIUS'S TEN BOOKS, by the Author 
and JOSEPH G ANDY, R. A. 



In demy 12mo. cloth, price Is. 

RUDIMENTARY. — 130. — INQUIRY INTO 
THE PRINCIPLES OP BEAUTY IN GRECIAN ARCHI- 
TECTURE, by the Right Hon. the Earl of ABERDEEN, &c. Ac. 

In demy 12mo, cluth, price Is. 

RUDIMENTARY. — 131. — THE MILLER'S, 
MERCHANT'S, AND FARMER'S READY RECKONER, 
for ascertaining at Sight the Value of any quantity of Corn ; toge- 
ther with the approximate value of Millstones and Millwork. 

In demy 12mo, with Woodcuts, cloth, price 2s. 6d. 

T) UDIMENTARY. — 132. — TREATISE ON THE 

ERECTION OF DWELLING HOUSES, WITH SPECI- 
FICATIONS, QUANTITIES OF THE VARIOUS MATERIALS, 
Ac, by S. U. BROOKS, Architect. 27 Plates. 

UDIMENTARY SERIES. — ON MI NES, 

SMELTING WORKS, AND THE MANUFACTURE OF 
METALS, as follows. 

In demy 12mo, with Woodcuts, cloth, price 2a. 

TJ UDIMENTARY. — Vol. 1. — TREATISE ON 

-IV THE METALLURGY OF COPPER, by R. H. LAMBORN. 
In demy 12mo, to have Woodcuts, cloth. 

TJ UDIMENTARY. — Vol. 2. — TREATISE ON 

J-i THE METALLURGY OF SILVER AND LEAD. 
In demy 12mo, to have Woodcuts, cloth. 

K UDIMENTARY AND ELEMENTARY. — 
Vol.3.— TREATISE ON IRON METALLURGY up to the 
Manufacture of the latest processes. 

In demy 12 mo, to have Woodcuts, cloth. 

RUDIMENTARY AND ELEMENTARY. — 
Vol. 4.— TREATISE ON GOLD MINING AND ASSAY- 
ING P L ATINUM, IRIDIUM, &c. 

In demy 12mo, to have Woodcuts, cloth. 

RUDIMENTARY AND ELEMENTARY. — 
Vol. 5.— TREATISE ON THE MINING OF ZINC, TIN, 
NICKEL, C OBALT, Ac. 

In demy 12mo, to have Woodcuts, cloth. 

T) UDIMENTARY AND ELEMENTARY.— 

-IV Vol. 6.— TREATISE ON COAL MINING (Geology and 
Means of Discovering, &c.) 

In demv 12mo, with Woodcuts, cloth, price Is. 6d. 

T> UDIMENTARY. — Vol. 7. — ELECTRO-ME- 

^V TALLURGY.— Practically treated by ALEXANDER 
WATT, F.R.S.A. 

John Weale, 59, High Holborn, London, W.C. 
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EW SEMES OF EDUCATIONAL WORKS. 



In demv 12mn, with Woodcuts, cloth, price 4s. 

ONSTLTUTIONAL HISTORY OF ENG- 
LAND— 1, 2, 3, 4.- By W. D. HAMILTON, of the St*to P. O. 



Tn demy 12mo, with Woodcuts, cloth, price 2s. 6d. 

OUTLINES OF THE HISTORY OF GREECE. 
—5, 6. -By W. D. HAMILTON, 2 vols. 



In deray I2m<\ with Map <»f luly and Woodcuts, cloth, price 2s. 6d 

OUTLINE OF THE HISTORY OF ROME. — 
7, 8.-By W. I). HAMILTON, 2 vols. 



In demy 12mo, cloth, price 2s. 61. 

pHRONOLOGY OF CIVIL AND ECCLESI- 

^ AHT1CAL HISTORY, LITERATURE, ART, AND CIVI- 
LISATION, from the earliest period to the present.— 9, 10.— 2 vols. 

In <1emy 12mo, cloth, price Is. 

GRAMMAR OF THE ENGLISH LANGUAGE. 

\J — It. — By HYDE CLARKE, D.C.L. 

In demy l2mo, cloth, price Is. 

HANDBOOK OF COMPARATIVE PHILO- 
LOOY.-ll*. -By HYDE CLARKE, D.C.L. 

In demy stout 12mo, cloth, price 3s. 6d. 

DICTIONARY OF THE ENGLISH LAN- 
GUAGE— 12, 13. — A New Dictionary of the English Tongue 
as spoken an i written, aboje 100,000 words, or 50,000 m u*e than in 
any existing work, by HYDE CLARKE, D.C.L., 3 vols, in 1. 



6 



In demy 12m©, cl >th, price Is. 

RAM MAR OF THE GREEK LANGUAGE. 

—14— By H.C. HAMILTON. 



In demy 12mo, cloth, price 2s. 

-HICTIONARY OF THE GREEK AND ENG- 

U LISU LANGUAGES. — 15, 16.— By H.R.HAMILTON, 2 
vols, in 1. 

In demv 12mo f cloth, price 2s. 

DICTIONARY OF THE ENGLISH AND 

A/ GREEK LANliUAGES.-17, 18.— By H. R. HAMILTON, 2 
vols, in 1. 



In domy 12mo, cloth, price Is. 

, OF THE LATIN I 

—19.— By the Rwv. T. GOODWIN, A.B. 



QRAMMAR OF THE LATIN LANGUAGE. 



In demy 12mo, cloth, price 2s. 

DICTIONARY OF THE LATIN AND ENQ- 

jJ LlStf LANGUAGES.— 20, 21.— By the Rev. T. GOODWIN, 
B.A. Vol.1. 

In demv 12mo, cloth, price Is. 6d. 

DICTIONARY "OF THE ENGLISH AND 

JJ LATIN LANGUAGES. — 22, 23.— By the Rev. T. GOOD- 
WIN, A.H. Vol. 11. 

In demy 12mo, cloth, price Is. 

QRAMMAR OF THE FRENCH LANGUAGE. 

John Weale, 59, High Holborn, London, W.C. 
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E. WE ALE'S EDUCATIONAL SERIES- 



In demy 12mo, cloth, price Is. 

RY OF THE FRI 

ENGLISH LANGUAGES.— 25.— By A. ELWES. Vol.1. 



J)ICTIONARY OF THE FRENCH AND 



In demy 12mo, cloth, price Is. 6d. 

T^ICTIONARY OF THE ENGLISH AND 

J- 7 FR ENCH LANGUAGES. — 26.— By A. ELWES. Vol II. 

In demy 12rao, doth, price Is. 

n RAMMAR OF THE ITALIAN LANGUAGE 

— 27.-By A. ELWES. 
In demy 12mo, cloth, price 2s. 

DICTIONARY OF THE ITALIAN, ENG- 

U LISIL AND FRENCH LANGUAGES. — 28, 29.— By A. 
ELWES. Vol.1. 



xii uewy i_mu, uuin, pi ice an. 

DICTIONARY OF THE ENGLISH, ITALIAN, 
AND FRENCH LANGUAGES.— 30, 31.-By A. ELWES. 
Vol. II. 

In demy 12mo, cloth, price 2s. 

"DICTIONARY OF THE FRENCH, ITALIAN, 

U AND ENGLISH LANGUAGES.— 32, 33.-By A. ELWES. 



Vol. III. 



In demy 12mo, cloth, price Is. 

F THE SPANISE 

—34.- By A. ELWES. 



QRAMMAR OF THE SPANISH LANGUAGE. 



In demy 12mo, cloth, price 4s. 

DICTIONARY OF THE SPANISH AND 
ENGLISH LANGUAGES.-35,36,37,38.-By A. ELWES. 
4 vols, in 1. 



In demy 12mo, cloth, price Is. 

[AR 

-39. 



(I RAMMAR OF THE GERMAN LANGUAGE. 



In dt-my 12mo, cloth, pric« Is. 

CLASSICAL GERMAN READER.— 40.— From 

w the best Authors. 

In demy 12mo, cloth, price 3s. 

DICTIONARIES OF THE ENGLISH, GER- 
MAN, AND FRENCH LANGUAGES. — 41, 42, 43.-By N. 
E. HAMILTON, 3 vols., separately, Is. each. 

In demy 12 mo, cloth, price 7s. 

DICTIONARY OF THE HEBREW AND 
ENGLISH LANGUAGES. — 44, 45. — Containing the Biblical 
and Rabbinical words, 2 vols, (together with the Grammar, which 
maybe had separately for Is.), by Dr. BRESSLAU, Hebrew Pro- 
fessor. 

■ 

In demy 12mo, cloth, price 3s. 

T\ICTIONARY OF THE ENGLISH AND 

U HEBREW LANGUAGES.-46.-Vol. III. to complete. 

In demy 12mo. cloth, price Is. 

FRENCH AND ENGLISH PHRASE BOOK. 

A —47. 

John Weale, 59, High Holborn, London, W C. 
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R. WEALE'S CLASSICAL SERIE& 



Now in course of Publication, in demy 12mo, price Is. per Volume 
( except in some instances, and tbose are Is. (id. or 2s. each), very 
neatly printed on good paper. Those priced are published. 

p REEK AND LATIN CLASSICS.— A Series of 

Volumes containing the principal Greek and Latin Authors, 
accompanied by Explanatory Notes in English, principally selected 
from the best and most recent German Commentators, and com- 
prising all those Works that are essential for the Scholar and the 
Pupil, and applicable for the Universities of Oxford, Cambridge, 
Edinburgh, Glasgow, Aberdeen, and Dublin — the Colleges at Belfast,, 
Cork, Galway, Winchester, and Eton, and the great Schools ac 
Harrow, Kugby, &c— also for Private Tuition and Instruction, and 
for the Library, as follows : 



A 



LATIN SERIES. 
In demy 12 mo, boards, price Is. 

NEW LATIN DELECTUS. — 1. — Extracts 

from Classical Authors, with Vocabularies and Explanatory 

Notes. 

In demy 12mo, boards, price 2s. 

pJESAR'S COMMENTARIES ON THE GAL- 

^ LIC WAR— 2.— With Grammatical and Explanatory Notes 
in English, and a Geographical Index. 

In demy 12mo, boards, price Is. 

QORNEL1US NEPOS.— 3.— With English Notes, 

&c. 

In deniv 12mo, boards, yrice I*. 

V IRGIL.-4.~The Georgi C3, Bucolics, with English 

* Notes. 

In demy 12mo, boards, price 2s. 

VIRGIL'S ^ENEID.— 5.— (On the same plan as 

™ the preceding). 

In demy 12mo, boards, price Is. 

HORACE.— 6.— Odes and Epodes ; with English 
Notes, and Analysis and Explanation of the Metres. 



Iu demy 12mo, boards, price Is. 6d. 

HORACE.— 7.— Satires and Epistles, with English 
Notes, &c. 

In demy 12ano, boards, price Is. 6<1. 

SALLUST.— 8.— Conspiracy of Catiline, Jugur- 
thine War, with English Notes. 

In demy 12mo, boards, price Is. 6d. 

TERENCE. — 9. — Andrea and Heautontimorunie- 
nos, with English Notes. 



In demy 12mo, boards, price 2a. 

^ERENCE. — 10. — Phormio, Adelphi, and Hccyra, 

with English Notes. 



In demy 12mo. 

CICERO. — 11. — Orations against Catiline, for 
Sulla, for Arclii as, and to r the M anilian Law. 

la demy 12tno. 

r<ICERO.— 12.— First and Second Philippics ; Ora- 

^ tlons for Milo, for Marcellus, &c. 

John Weale, 59, High Ilolbom London, W.C. 
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^|R. WE ALE'S CLASSICAL SERIES. 

In demy 12iuo. 

QICERO.— 13.— De Officiis. 



In demy 12mo, board?, price 2s. 

CICERO.— 14.— De Aniicitia, de Senectate, and 
Brutus, with English Notes. 

In demy 12mo. 

JUVENAL AND PERSIUS.— 15.— (The indeli- 

*J cate parts expunged.) 

In demy 12mo, boards, price 8s. 

T IVY. — 16. — Books i. to v. in two vols., with 

English Notes. 
Iu demy 12 mo, boards, price 1*>. 

T IVY. — 17. — Books xxi. and xxii., with English 

1-J Not*>s. 

In demy 12oio. 

TACITUS. — 18. — Agricola ; Germania; and An- 
J- Lais, Book i. 

■ — — — — - . .1 — ■ - . - ■ — ■ ■ — — ■ - ™ " ^ * ~"** ■" " ™ ' *~' *" — 

In demy 12mo, boards, price 2s. 

C ELECTIONS FROM TIBULLUS, OVID, and 

^ PROPERTIU8. — 19. -—With English Notes, 

In demy 12mo. 

CELECTIONS FROM SUETONIUS and the 

O later Latin Writers.- 20. 

GREEK SERIES, ON A 8IMILAR PLAN TO THE LATIN 

SERIES. 
Those not priced are in the Press. 



In demv 12mo, boards, price Is. 

[NTRODUCTORY GREEK READER. — 1. — 

A On the same plan as the Latin Reader. 

In demy 12mo, boards, price Is. 

VENOPHON. — 2. — Anabasis, i. ii. iii., with 

A English Notes. 

In demv 12mo, boards, price Is. 

VENOPHON. — 3.— Anabasis, iv. v. vi. vii., with 

A. English Notes. 

In demy 12mo, boards, price Is. 

X UCIAN. — 4. — Select Dialogues, with English 

Xj Notes. 

In demv 12 mo, boards, price Is. 

IJOMER.— 5.— Iliad, i. to vi., with English Notes, 

In demy 12mo, boards, price Is. 6d. 

JJOMER.— 6.— Iliad, vii. to xiL, with English Notes. 

In demy 12mo, boards, price Is. 6d. 

HOMER. — 7.— Iliad, xiil to xviii. with English 
Notes. 

In demy 12rao. boards, price Is. 6d. 

IJOMER. — 8. — Iliad, xix. to xxiv., with English 

II Notes. 

John Weale, 50, High Ilolborn, London, W.C. 
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WEALE'S CLASSICAL SERIES. 

In demv 12mo, boards, price? Is. 6<i. 

JJOMER— 9.— Odyssey, i. to vi., with English Notes. 

In demy 12tno, board*, price 19. 6d. 

JJOMER. — 10. — Odyssey, vii. to xii., with English 

In demy 12rao, board**, price la. 6d. 

TJ OM ER. — 1 1 . — Odyssey, xiii. to xviii.with English 

■* Notes. 

1 ■■ 

Jn demy 12um, board a, price la. 6d. 

HOMER. — 12. — Odyssey,, xix. to xxiv. ; and 
Hymns, with English Note^. 

In demy 12.no, boards, price 2.4. 

pL ATO. — 13. — Apology, Crito, and Phajdo, with 

_ English Notes. 

In demy 12rao, boards, price Is. 6d. 

HERODOTUS. — 14.— i. ii., with English Notes,— 
Dedicated to Tlis Grace tbe Dnke of Devonshire. 

In demy 12mo, boards, price It. 6d. 

TJ ERODOTUS. — 15. — iii. iv., with English Notes. 

■tl Dedicated to His Grace the Duke of Devonshire. 

In demy 12mo. 

HERODOTUS.— 16.— v. vi. and part of vii. 
Dedicated to His Grace the Dnke- of Devonshire. 



In demy 12mo. 

TJ ERODOTUS.— 17.— Remainder of vii., viiL, and 

H is. Dedicated to His Grace the Duke of Devonshire. 
In demy 12mo, boards, price Is. 

gOPHOCLES. — 18.— (Edipus Rex, with English 

In demv 12ruo. 

gOPHOCLES.— 19.— OSdipus Colonaus. 

In demy 12mo. 

gOPHOCLES.— 20.— Antigone. 

« ■ ii ■ i, i. 

In demy 12mo. 

gOPHOCLES.— 21.— Ajax. 

In demy 12 mo. 

g OPHOCLES.— 22.— Philoctetes. 

In demy 12mo, boards, price Is. 6d. 

JgURIPIDES.— 23.— Hecuba, with English Notes. 



In demy 

]£URIPIDES.— 24.— Medea. 



In demy 12mo. 

J^URIPIDES.— 25.— Hippolytus." 

John Weale, 59, High Holborn, London, W.C. 
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WEALE'S CLASSICAL SERIES* 



In demy 12mo, boards, price la. 

JgTJRIPIDES. — 26.— Alceatis, with English Notes. 

In demy 12mo. 

-gTJRIPIDES.— 27.— Orestes. 

————— ^- — — - — 

In demy 12mo. 

1? URIPIDES.— 28.— Extracts from the remaining 

Jj PIrvk. - 

IW ^~ - - ■ • . -- . - - 

-In demy I2mo. 

SOPHOCLES.— 29.— Extracts from the renaatiiiiig 
Plays. 

In demy 12nio. 

Vinctus. 

, ■ . ■ / t ; JL* i 

. — . — . — — 




In demy 12mo. 

1. — Persce. 



JgSCHYLUS.— I 

Iu demy 12mo. 

JgSCHYLTJS.— 32.— Septem contra Thebas. 



In demy 12mo. 

SCHYLUS.— 33.— Choephorae. 



In demy 12mo. 

^SCHYLUS.— 34.— Eamenides. 



In demy 12mo. 

SCHYLUS.— 35.— Agamemnon. 



In demy 12mo. 



^SCH YLUS.— 36.— Supplices. 



In demy t2mo. 

>LUTARCH. — 37. — Select Lives. 



In d*»my 12mo, 

^BISTOPHANES.— 38.— Clouds. 



In demy 12mo. 

j^RISTOPHANES.— 39.— Frogs. 



In demy 12mo. 

ARISTOPHANES. — 40. — Selections from the 
rHinaining Comedies. 

In demy 12mo, boards, pi ice Is. 

"JHUCYDIDES. — 41. — I., with Euglish Notes. 

In demv 12oio. 

^HTJCYDIDES.— 42.— II. 

John Weale, 69, High nolboro, London, W.C. 
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WEALE'S CLASSICAL SERIES. 



I n demy 12tuo. 

HPHEOCRITUS.— 43.— Select Idyls. 



Iu dtnij 12uio. 

UNDAR.— 44. 



In demy 12mo. 

g O CRATES. — 45. 



lu demy 12mo. 

JJESIOD.— 46. 
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R. WEALE'S PUBLICATIONS OF WORKS 

ON ARCHITECTURE, ENGINEERING, AND THE 
FINE ARTS. 



In 1 large Atlas, folio Volume, with fine Plates, price £4 4s. 

it BRITISH GOVERNMElfT WORK." -THE 

JJ- ARCHITECTURAL ANTIQUITIES AND RESTO- 
RATION OF ST. STEPHEN'S CHAPEL, WESTMINSTER 
^(late the House of Commons). 

Fine Plates and Vignettes, Atlas folio, price £8 10s. 

< i \] ORWEGI AN GOVERNMENT WORK." 

11 — THE CATHEDRAL OF THRONDHEIM, IN 
NORWAY. Text by Professor MUNCH; drawings by H. E. 
SCHIKMER, Architect. 

Large Atlas folio, 4 livraisons, published in Madrid, at 100 reals 
each, or £1 in England. Illustrated by beautifully executed 
Engravings, some of which are coloured. 

< < QPANISH GOVERNMENT WORK."— 

& MONUMENTS AROHITECTONIQUES DE L'ES- 
PAGNE, PUBUES AUX FRA1S DE LA NATION.— Part I 
Provincia de Toledo, Granada, Alcald de Henares.— Part 2. Cate- 
dral Toledo, Detailles.— Part 3. Granada, Segovia, Toledo, Sala- 
manc.u — Part 4. Santa Maria de Alcala de Henares, Casa Lonia de 
Valencia, Toledo, Segovia, &c— This work surpasses in beauty all 
other works. 

Columbier folio plates, with text also uniform, with gold borders, 
and sumptuously bound in red morocco, gilt; gilt leaves, £12 12s., 
Columbier folio plate?, with text also uniform, with gold borders, 
and elegantly half-bound in morocco, gilt, £10 10s.; Plates in 
Columbier folio, and text in imperial 4to, half-bound in morocco, 
gilt, £7 7s. ; Plates in Columbier folio, and text in imperial 4to, 
iu cloth extra, boards and lettered, £4 14s. 6d. 

r THE VICTORIA BRIDGE, AT MONTREAL, 

J- IN CANADA. — Elaborately illustrated by views, plans, 
elevations, and details of the Bridge ; together with the illustrations 
of the Machinery and Contrivances used in the construction of this 
stupendously important and valuable engineering work. The whole 
produced in the finest style of art, pictorially and geometrically 
drawn, and the views highly coloured, and a descriptive text. 
Dedicated to His Royal Highness the Prince of Wales. By JAM ES 
HODGES, Engineer to the Contractors. Engineers: ROBKRT 
STEPHENSON and ALEX. M. ROSS. Contractors: Sir S. 
MORTON PETO. Bart, M.P., TnOMAS BKASSEV, and ED- 
WARD LADD BETTS, Esqrs. 

John Weale, 59, High Holborn, London, W.C. 
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R WEALED WORKS ON ARCHITEC- 
TURE, ENGINEERING, FINE ARTS, &c. 



In one imperial folio volume, with exquiBite illustrative Plates from 
costly Drawings made by the most eminent artists, half-bound 
very neat, price £5 6s. Only 150 copies printed tor sale. 

PROFESSOR COCKERELL'S WORK. — 
THE TEMPLES OF JUPITER PANHELLENIUS AT 
^EGINA, AND OF APOLLO EPiCURIUS AT BASS^E, NEAR 
PH1GALEIA, IN ARCADIA. 

It is proposed to publish the Life and Works of the late 

TSAMBARD KINGDON BRUNEL, F.R.S., 

J- Civil Engineer. — The genius, talent, and great enterprise 
of the late Mr. Brunei has a world-wide fame, his whole life was 
devoted alone to the science of his profession, not in imitation or 
copying others, but in invention. In finding oat new roads to the 
onward advancement of his Art, the lifting up from the slow and 
beating path of Engineering Art, new ideas and realities, and which 
has or have given to England a name for reference and of renowned 
intelligence in this Art. 

Jnst publinhed. in 4to, with 100 Engravings, price, bound, 21s. 

THE PRACTICAL HOUSE CARPENTER.— 

-L- More particularly for country practice, with specifications, 
quantities, and contracts : also containing — 1. Designs for the Cen- 
tering of Groins, Niches, &c; 2. Designs for Roofs and Staircases. 
3. The Five Orders laid down to a scale; 4. Modern Method of 
Trussing Girders, Joints of Carpenters' work ; 5. Designs for Modern 
Shop Fronts with their details ; 6. Designs for Moderu Doors with 
their details ; 7. Designs for Modem Windows, with their details, 
and for Villa Architecture. The whole amply described, for tbe 
use of the Operative Carpenter and Builder. Firstly written and 
published by WILLIAM PAIN. Secondly, with Modern Designs, 
and Improvements, by S. H. BROOKS, Architect. 

In 1861 will be published a volume in 12mo, entitled 

DIGEST OF PRICES of Works in Civil Engi- 

neering and Railway Engineering, Mechanieal Engineering, 
Tools, Wrought and Cast Iron Works, Stone, Timber and Wirp 
Works, and every kind of information that can be obtained and 
made useful in Estimating, Specifying, and Reporting. 

In 4to, 2s. 6d. 

AIRY, ASTRONOMER ROYAL, F.R.S., &c— 

-ft- Results of Experiments on the Disturbance of the Compass 
in Iron-built Ships. 

In a sheet, 8s.. in case, 3s. 6d. 

ANCIENT DOORWAYS AND WINDOWS 

-ft (Examples of). Arranged to illustrate the different styles of 
G othic Architecture, from the Conquest to the Reformation. 

In 1 vol. imperial 4to, with 20 fine Plates, neatly half-bound in 

cloth, £1 5s. 

ANCIENT DOMESTIC ARCHITECTURE.— 
Principally selected from original drawings in the collection 
of the late Sir William Burrell, Bart., with observations on the 
application of ancient architecture to the pictorial composition of 
modern edifices. 

The stained glass fac-simile. 4s. 6d., in an extra case, or in a 

sheet, 8s. 6d. 

ANGLICAN CHURCH ORNAMENT.— 

-ft Wherein are figured the Saints of the English calendar, with 
their appropriate emblems; the different styles of stained glass; 
and various sacred symbols and ornaments used in churches. 
John Weale, 59, High Holborn, London, W.C. 
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R. ~WEALFS "WORKS ON ARCHITEC- 
TURE, ENGINEERING, FINE ARTS, Ac. 

In 4to, Is. 6d. 

ARAGO, Mous. — Report on the Atmospheric 
System, and on the proposed Atmospheric Railway at Paris. 

In 4to, with about 500 Engravings, some of which are highly 
coloured, 4 v« \<„ original copies, half-bound in morocco, £6 6s. 

A RCHITECTURAL PAPERS. 

2 Engravings, in folio, useful to learners and for schools, 2s. 6d. 

ARCHITECTURAL ORDERS (FIVE) AND 

^ THEIR ENTABLATURES, drawn to a larger »-ca'e, with 
Figured Dimensions. 

4to, Is. 

ARNOLLET, M. — Report on his Atmospheric 
Railway. 

In 4to, 10 Plates, 7s. 6d. 

ATMOSPHERIC RAILWAYS. — THREE RE- 

PORTS on improved methods of Constructing and Wot king 
Atmospheric Railways. By R. MALLET, C.E. 

In 8vo, Is. 6d. 

BARLOW, P. W. — Observations on the Niagara 
Railway Suspension Bridge. 

In Urge 4to, very neat half-morocco, 18s., with Engravings. 

BARRY, SIR CHARLES, R.A., &c. — 
Studies of Modern English Architecture. By W. II. LEEDS ; 
The Travellers' Club-House, illustrated by Engravings of Plans, 
Sections, Elevations, and details. 

In 1 Vol., large 8vo, with coloured Plate*, half-morocco, price £1 Is. 

BEWICK'S (J. G.) GEOLOGICAL TREATISE 
ON THE DISTRICT OF CLEVELAND IN NORTH 
YORKSHIRE, Its Ferruginous Deposits, Lias and Oolites; with 
some Observations on Ironstone Mining. 

In 8vo, with Plates. Price 4s. 

BINNS, W. S. — Work on Geometrical Drawing, 
• embracing Practical Geometry, including the use of Drawing 
Instruments, the construction and use of Scales, Orthographic Pro- 
tection, and Elementary Descriptive Geometry. 

In 4to. with 105 Illustrative Plates, cloth boards, £1 lis. 6<1. 

BL A S H F I E L D, J. M., M. R. Inst., &c.— 
SELECTIONS OF VASES, STATUES, BUSTS, &c , from 
TERRA COTTAS. 

In 8vo, Woodcuts, Is. 

DLASHFIELD, J. M., M. R,, Inst., &c— 

L> ACCOUNT OF THE HISTORY AND MANUFACTURE 
OF ANCIENT AND MODERN TERRA COTTA. 

In 4to, 2s. 6d. 

DODMER, R., C.E.— On the Propulsion of Vessels 

*- * by the Screw. 

15s. 

D RIDGE. — A large magnificent Plate, 3 feet 6 

*J inches hv 2 feet, on a scale of 25 feet to an inch, of LONDON 
BRIDGE ; containing Plan and Elevation. Engraved and elabo- 
rately finished. The Work of the RENNIES. 

J ohn Wcale, 59, High Holborn, London, W.C. 
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TURE f ENGINEERING, FINE ARTS, &c. 



|^|R WEALE'S WORKS ON ARCHITEC- 



TS. 

in 

The work of the KENNIES. 



"DRIDGE. — Plan and Elevation, on a scale of 

J-> 10 feet to an Inch, of STAINES BRIDGE ; a fine Engraving. 



In royal 8vo, with very elaborate Plates (foldVd), £l lUs. 

BRIDGES, SUSPENSION. — An Account, 
with Illustrations, of the Suspension Bridge across the River 
Danube, by Wm. T. CLARK, F.R.S. 

In 4 vols., royal 8vo, bouurt in 3 vols., half-morocco, price £4 10s. 

BRIDGES. — THE THEORY, PRACTICE, 
AND ARCHITECTURE OP BRIDGES OF STONE, IRON, 
TIMBER, AND WIRE; with Examples on the Principle of Sus- 
pension ; Illustrated by 138 Engravings and 92 Woodcuts. 

In one large 8vo volume, with explanatory Text, and 68 Plates 
comprising details and measured dimensions. Bound in half- 
morocco, uniform with the preceding work, price £2 IDs. 

BRIDGES. — SUPPLEMENT TO " THE 
THEORY, PRACTICE, AND ARCHITECTURE OF 
BRIDGES OF STONE, IRON, TIMBER, WIRE, AND SUS- 
PENSION." 

1 large folio Engraving, price 7s. 6d. 

"DRIDGE across the Thames.— SOUTH W ARK 

J-> IRON BRIDGE. 

1 large folio Engraving, price 5s. 

BRIDGE across the Thames. — WATERLOO 
STONE BRIDGE. 

1 very large Engraving, price 5* 

BRIDGE across the Thames. — VAUXHALL 
IRON BRIDGE. 

1 very large Engraving, price 4s. 6d. 

BRIDGE across the Thames. — HAMMERSMITH 
SUSPENSION BRIDGE. 

. 1 large Engraving, price 4s. 6d. 

"DRIDGE (the UPPER SCHUYLKILL) at 

PHILADELPHIA, the greatest known spin of one arch, 
covered. 

1 large Engrarine, price 3s. 6d. 

BRIDGE (the SCHUYLKILL) at PHILA- 
DELPHIA, covered. _______ 

1 large Engraving, price 3s. 6<1. 

"DRIDGE. — ON THE PRINCIPLE OF SUS- 

PENSION, by Sir I. BRUNEL, in tko ISLAND OF 
BOURBON. 

1 large Engraving, price 4s. 

BRIDGE. — PLAN and ELEVATION of the 
PATENT IRON BAR BRIDGE over the River Tweed, near 
Berwick . 

34 Plates, folio, £1 Is., boards. 

"DRIGDEN, R. — Interior Decorations, Details, 

*f and Views of Sefton Church, Lancashire, erected in the reign 
of Hcury VIII. 

John Weale, 59, High Holborn, London, W.C. 
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E. WE ALE'S WORKS ON ARCHITEC- 
TURE, ENGINEERING, FINE ART8, &c. 



1 large Engraving, price 3s. 6d. 

"ORITTON'S (John) VIEWS of the WEST 

13 FRONTS o f 14 ENGLISH CATHE DRA LS. 

1 Urge Engraving in outline, price 2s. 6d. 

BRITTON'S (John) PERSPECTIVE VIEWS of 
the INTERIOR of 14 CATHEDRALS. 



In 4to, 2s. 6d. 

B ROD IE, R., C.E. — Rules for Ranging Rail- 
way Curves, with the Theodolite, and without Tables. 



1 large Engraving, price 4s. 6d. 

BROWN'S (Capt. S.) CHAIN PIER at Brighton, 
_w iih Det ails. 

The Text in one large volume 8vo, and the Plates, upwards of 70 
in number, in an atlas folio volume, very neatly half-bound, 

£2 1<K 

BUCHANAN, R. — PRACTICAL ESSAYS 
ON MILL WORK AND OTHER MACHINERY; with 
Examples of Tools of modern invention ; first published by 
ROBERT BUCHANAN, M.E. ; afterwards improved and edited 
by THOMAS TREDGOLD, C.E. ; and re-edited, with the im- 
provements of the present age, by GEORGE REN N IE, F.R.S., 
C.E., &c, &c. The whole forming 70 Plates, and 108 Woodcuts. 
John Weale, 59, High Holborn, London, W.C. 

Text in ro5al 8vo, and Plates in imperial folio, 18s. 

BUCHANAN, R. — SUPPLEMENT. — 
PRACTICAL EXAMPLES ON MODERN TOOLS AND 
MACHINES; a Supplementary Volume to Mr. RENNIE'S 
edition of BUCHANAN "On Mill- Work and Other Machinery," 
by TREDGOLD. The work consists of 18 Plates. 

In 8vo, with Plates, 2nd Edition, Is. 6d. 

gURN, C, C.E.— On Tram and Horse Railways. 

In one volume, 4to, 21 Plates, half-bound in morocco, £1 Is. 

BURY, T., Architect. — Examples of Ancient 
Ecclesiastical Woodwork. 

7s. 6d. 

CALCULATOR (THE) : Or, TIMBER MER- 

V CHANT'S AND BUILDER'S GUIDE. By WILLIAM 
RICHARDSON and CHARLES GANE, of Wisheach. 

In 8vo, Plates, cloth hoards, 7s. 6d. 

f ALVER, E. K., R.N. — THE CONSERVATION 

V> AND IMPROVEMENT OF TIDAL RIVERS. 

In 8vo, Woodcuts, Is 6d. 

pALVER, E.K., R.N.— ON THE CONSTRUC- 

TION AND PRINCIPLE OF A WAVE SCREEN, 
df'sinn (1 f^r the Formation of Harbours of Refuge. 

In 4to, half-bound, price £1 5s. 

CARTER, OWEN B., Architect. — A SERIES 

v-> OF THE ANCIENT PAINTED GLASS OF WINCHES- 
TER CATHEDRAL, Examples of. 28 Coloured Illustrations. 

In 4to. 17 Plates, half-bound, 7s. 6d. 

pARTER, OWEN B., Architect. —ACCOUNT 

^ OF THE CIIUkCH OF ST. JOHN THE BAPTIST, 
at Biauopst.ne, with Illustrations of its Architecture. 

John Weale, 59, High Holborn, London, W.C. 
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In 4to, with 19 Engravings, £1 Is. 

pHATEAUNEUF, A. de, Architect.— -Architec- 

V> tura Domestlca ; a Series of very neat examples of Interiors 
and Exteriors of residences in the Italian Btyle. 

Large 4to, in half-red morocco, price £1 8s. 

(CHIPPENDALE, INIGO J ONES, JOHNSON, 

v LOCK, and PETHER.— Old English and French Orna- 
ments : comprising 244 designs on 105 Plates of elaborate examples 
of Hall Glasses, Picture Frames, Chimney-pieces, Ceilings, Stanls 
for China, Clock and Watch Cases, Girandoles, Brackets, Grates, 
Lanterns, Ornamental Furniture, Ornaments for brass workers and 
silver workers, real ornamental ironwork Patterns, and for carvers, 
modellers, &c, &c, &c. 

4to, third Edition with additions price £1 lis. 6d. 

pLEGG, SAM., C.E. — A PRACTICAL TREA- 

V TI8E ON THE MANUFACTURE AND DISTRIBU- 
BUTION OF COAL GAS, Illustrated by Engravings from Woik- 
ing Drawings, with General Estimates. 

In 4to, Plates, and 76 Woodcuts, boards, price 6s. 

pLEGG, SAM., C.E. — ARCHITECTURE OF 

MACHINERY. An Essay on Propriety of Form and Pro- 
portion. For the use of Students and Schoolmasters. 

In 8vo, Is. 

QOLBURNS, Z.— On Steam Boiler Explosions. 

One very large Engraving, price 4s. 6d. 

pONEY'S (J.) Interior View of the Cathedral 

^ Church of St Paul. 

In 4to, on card board, Is. 

£JOWPER, C— Diagram of the Expansion of Steam. 

In one vol. 4to, with 20 Folding Plates, price £1 Is. 

pROTON AQUEDUCT. — Description of the 

^ New York Croton Aqueduct, in 20 large detailed and engi- 
neering explanatory Plates, with text in the English, German, 
and French languages, by T. SCHRAMKE, C.E. 

In demy 12mo, cloth, extra bound and lettered, price 4*. 

DENISON. — A Rudimentary Treatise on Clocks 
and Watches, and Bells ; with a full account of the Westmin- 
ster Clock and Bells, by EDMUND BECKET DENISON, M.A., 
Q.C. Fourth Edition re-written and enlarged, with Engraving s. 

In royal 4to, cloth boards, price £1 lis. 6d. 

DOWNES, CHARLES, Architect— Great Exhi- 
bition Building. The Building erected in Hyde Park for 
the Great Exhibition, 1861 ; 28 large folding Plates, embracing 
Plans, Elevations, Sections, and Details, laid down to a large scale, 
and the Working and Measured Drawings. 

T) RAWING BOOKS. — Showing to Students the 

superior method of Drawing and Shadowing. 

"HRATVING BOOK.— COURS ELEMEN- 

J- / TAIRES DE LAVIS APPLIQUfi A L' ARCHITECTURE; 
> follo volume, containing 40 elaborately engraved Plates, in shadows 
and tints, very finely executed, by the best artists in France. £2. 
Paris. 

John Weale, 59, High Ilolborn, London, W.C. 
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DRAWING BOOK. — COURS fiLlCMEN- 
TAIRES DE LAVIS APPLIQUE A MfiCUANIQUE ) 
folio volume, containing 60 elaborately engraved Plates, in shadow 
and tiuts, very finely executed, by the best artists in France. 
£2 10 s. Paris. 

RAWING BOOK. — COURS ElEmEN- 

TAIRES DE LAVIS APPLIQUE A ORNEMENTA- 
TION ; folio volume, containing 20 elaborately engraved Plates, in 
shadows arid tints, very finely executed, by the best artists In 
France. £1. Pais. 



DRAWING BOOK.— ETUDES PROGRES- 
SIVES ET COMPLETES D' ARCHITECTURE DE 
LAVIS, par J. B. TRITON ; large folio, 24 fine Plates, comprising 
the Orders of Architecture, mouldings, with profiles, ornaments, 
and forms of their proportion, art of shadowing doors, banisters, 
parterres, Ac, &c, &c. £1 4s. Paris. 

In 12mo, cloth boards, lettered, price 5s. 

ECKSTEIN, G. F. — A Practical Treatise on 
Chimneys; with remarks on Stoves, the consumption of 

Smoke and Coal, Ventilation, drc. 

. . .... , 

Plates, Imperial 8vo, prioe 7s. # 

ELLET, CHARLES, C. E., of the U. S.— Report 
on the Improvement of Kanawha, and incidentally of the 

Ohio River, by means of Artificial Lakes. 
1 — * . . - 

In 8vo, with Plates, price 12s. 

EXAMPLES of Cheap Railway Making, 
American and Belgian. 



In one vol. 4to, 49 Plates, with dimensions, extra cloth boards, 

price 21s. 

EXAMPLES for Builders, Carpenters, and 
Joiners ; being well-selected Illustrations of recent Modern 
Art and Construction. 

With Engravings and Woodcuts, price I2s. 

T^ROME, Lieutenant-Colonel, R.E. — Outline of 

thn Method of conducting a Trigonometrical Survey, for the 
Formation of Topographical Plans ; and Instructions for filling in 
the Interior Detail, both by Measurement and Sketching; Military 
Reconnaissances, Levelling, Ac, &c, together with Colonial Sur- 
veying. 

In 4to, with Plates, price 7s. 6d. 

FA I R B A I R N, W., C.E., F.R.S. — ON 
WATER-WH EELS, WITH VENTILATED BUCKETS. 

In royal 8vo, with Plates and Woodcuts, Second Edition, much 

improved, price, in extra cloth boards, 16s. 

FAIRBAIRN, W., C.E., F.RS.—ON THE 
APPLICATION OF CAST AND WROUGHT IRON TO 
BUILDING PURPOSES. 

Iu imperial 8ro, with fine Plates, a re-issne, price 16s., or 21s. in 

half-morocco, gilt edges, 

J^ERGUSSON'S (J.) Essay on the Ancient Topo- 
Kraphy ot Jerusalem, with restored Plans of the Temple, &c. 

In 8vo, Hewed in wrapper, uriro 2s. 

1ILL, J. — ESSAY ON THE THERMO Dy- 
namics OF ELASTIC FLUIDS, by JOSEPH GILL, 
with Diagrams. 

John Weale, 59, nigh Holborn, London, W.C. 
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TURE, ENGINEERING, FINE ARTS, &c. 

""Plates, Svo, boards, 5a.~" 

WILT, JOSEPH, Architect. — TREATISE ON 



TH E_EQ U IL I BR 1 XT M_OF A RC H ES^ 



In 8vo, cloth boards, with 8 Plates, 4s. 6d. 

TJAKEWELL, S. J.— Elizabethan Architecture ; 

-U- illustrated by parallels of Dor to q House, Hatfi.dd, Long- 
lent, and Wollaton, in England, and the Palazzo Delia Cancellaria 
at Rome. 

8vu, with a Map, Is. 

HAMILTON, P. S., Barrister-at-Law, Halifax 
Nova Sotia— Nova Scotia considered as a Field for Emi- 
gration. 

In imperial 8vo, Third Edition, with additions, 11 Plates, cloth 

i boards, 8s. 

HART, J., On Oblique Bridges. — A Practical 
Treatise on the Construction of Oblique Arches. 
In 4to, with Woodeuta, 3s. 6d. 

HEALD, GEORGE, C.E.— System of Setting Out 
Railway Curves. 

Royal 8vo, Plates and Woodcuts, price 12s. 6 J. 

HEDLEY, JOHN. — Practic.il Treatise on the 
Working and Ventilation of Coal Mines, with Suggestions 
for Improvements in Mining. 

Two Vols., demy 12mo, in cloth extra boards and lettered, price 

12s. 6d. 

HOMER. — The Iliad and Odyssey, with the 
Hymns of Homer, Edition with an accession of English notes 
by the Rev. T. H. L. LEARY, M.A. 

In 8vo, with Engraving*, cloth boar.is. Third Edition. 10s. 6d. 

TTOPKINSON, JOSEPH, C.E.— The Working of 

A J- the Steam Engine Explained by the use of the Indicator. 

In 8vo, in boards, 18s. 

HUNTINGTON, J. B., C.E. — TABLES and 
RULES for Facilitating the Calculation of Earthwork, Land. 
Curves, Distances, and Gradients, required in the Formation of 
Railways. Roads, and Canals. 

Separate from the above, price 3s. 

UNTINGTON, J. B., C.E. — THE TABLES 

OF GRADIENTS. 



H 



s, 8vo, bound, 6s. 

TNIGO JONES. — Designs for Chimney Glasses 

J- and Chimney Pieces of the Time of Charles the 1st. 

In a sheet, 2s. 

IRISH. — Plantation and British Statute Measure 
(comparative Table of), so that English Measure can be trans- 
ferred into Irish, and vice vend. 

In 4to, with 8 Engravings, in a wrapper, 6s. 

TRON. — ACCOUNT OF THE CONSTRUC- 

*■ TION OF THE IRON ROOF OF -THE NEW HOUSES 
OF PARLIAMENT, with elaborate Eu^rtvings of details. 

In imperial 4to, with 50 Engravings, and 2 fine Woodcuts, half- 
boxiD d i xx morocco j£ 1 4s 

I BON. — DESIGNS OF ORNAMENTAL 

1 GATES, LODGES, PALISADING, AND IRON-WORK OF 
THE ROYAL PARKS, with some other Designs. 

John Weale, 69, High Holborn, London, W.C. 
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R. WEALE'S WORKS ON ARCHITEC- 
TURE, ENGINEERING, FINE ARTS, &c. 



In 4to, with 10 Plates, 12s. 

J EBB'S, Colonel, Modern Prisons.— Their Con- 
struction and Ventilation. 

In 3 vols. 8vo, with 26 elaborate Plates, cloth boards, £2 2s. 

JONES, Major-Gen. Sir John, Bart. — Journal 
of the Sieges carried on by the Army under the Duke of Wel- 
lington in Spain, between the years 1811 and 1814, with an Account 
of the Lines of Torres Vedras. By Major-Gen. Sir JOHN T. 
JONES, Bart , K.C.B. Third Edition, enlarged and edited by 
Lieut.-General Sir HARRY D. JONES, Bart. 

16mo, cloth boards, 2-4. 6d. 

KENNEDY AND HACK WOOD'S Tables for 

Setting out Curves. 
In 4to, 37 Plates, half-cloth boards, 9s. • 

KING, THOMAS. — The Upholsterer's Guide; 
Rul > »s for Cutting and Forming Draperies, Valances. & c. 



M 



Illustrated by lar^e Draughts and Engravings. In 1 volume 4to, 
text, and a 1 irge atlas folio volume of Plates, half-bound, £6 6s. 

KNOWLES, JOHN, F.RS.— The Elements and 
Practice of Naval Architecture; or, A Treatise on Ship 
Building, theoretical and practical, on the best principles established 
in Great Britain; with copious Tables of Dimensions, Scantlings,. 
&c. The Third Edition, with an Appendix, containing the princi- 
ples of constructing the Royal and Mercantile Navies, by Sir 
ROBERT SEPPINOS. 

41 Plates of a fine and an elaborate description in large atlas folio 
half-bound, £2 12s. 6d. ; with the text half-bound in 4to. 

LOCOMOTIVE ENGINES. — The Principles 
and Practice and Explanation of the Machinery of Locomotive 
Engines in operation. 

In 12rao, sewed, Is. 

A1N, Rev. ROBERT. — An Account of the 

Observatories in and about London. 

M4to, in boards, 15a. 
ANUFACTURES AND MACHINERY. — 
Progress of, in Great Britain, as exhibited chiefly in Chrono- 
logical notices of some Letters Patent granted for Inventions and 
Improvements, from the earliest times t o the, reign of Queen Anne. 

16mo.2s. 6d. 

MAY, R. O, C.E.— Method of setting out Railway 
Curves. 

Imperial 4to, with fine Illustrations, extra cloth boards, £1 5s., or 
half-bound In morocco, £1 lis. 6d. 

METHVEN, CAPTAIN ROBERT. — THE LOG 
OF A MERCHANT OFFICER, Viewed with Reference 
to the Education of Young Officer* and the Youth of the Mer- 
chant 8ervice. By ROBERT METHVEN, Commander in the 
Peninsular and Primal Company's Service. 

In royal 8vo, Is. 6d. 

METHVEN, CAPTAIN ROBERT.— NARRA- 
TIVES WRITTlIK BY SEA COMMANDERS, ILLUS- 
TRATIVE OF THE LAW OF STORMS. The " Blenheim " 
Hurricane of 1851. with Diagrams. 

Part 1, large 8vo, 6s. Part 2, in preparation. 

\TURRAY, JOHN, C.E.— A Treatise on the 

Stability of Retaining Walls, elucidated by Engravings and 
Diagrams. 

John Weale, 59, High nolborn, London, W.C. 
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On a largo folio sheet, price 2*. 6d. 

VIEVILLE, JOHN, C.E., M.R.I.A. — OFFICE 

HYDRAULIC TABLES: for the use of Engineers engaged 
in Water Works, giving ihe Discharge and Dimensions of Ilivtr 
Channels and Pip. 8. 

In 8vo, Second and much Improved Edition, with an Appendix, 

cloth boards, price 16i. 

VTEVILLE, JOHN, C.E, M.R.I. A. — HY- 

^ DRAVLIC TABLES, COEFFICIENTS, AND FORMULAE; 
for Finding the Discharge of Water from Orifices, Notches, Weirs, 
Pipes, and Rivers, with Extensive Additions, New Formula?, Tables, 
and General Information on R«in-Fall Catchment-Basins, Drainage, 
^ewerag*, Water Supply for Towns and Mill Power. 

On 33 folio Plates, 12s. 

OR N A M E N T S. — Ornaments displayed on a 
full size f«.r Working, proper for all Carvers, Painters, &c, 
containing a variety of accurate examples of foliage and friezes. 

Plates, 6 vo, 2s. 6d. 

'BRIEN'S, W., C.E. — Prize Essay on Canals 

and Canal Conveyance. 



0 



In demy 8vo, cloth, boards, 12s. 

PAMBOUR, COUNT DE. — STEAM 
ENGINE ; the Theory of the Proportions of Steam Engines, 
and a series of practical formula?. 

In 8vo, cloth, boards, wl'h Plates, a second edition, 18s. 

A PRACTICAL TREATISE ON lX)COMO- 

-tt- T1VE ENGINES UPON RAILWAYS. — With practical 
Tables and an Appendix, showing the expense of conveying Good* 
by means of Locomotives on Railroads. By COUNT F. M. G. 
DE PAMBOUR. 

4to, 72 finely executed Plates, in cloth, £1 16s. 

PARKER, CHARLES, Architect, F.I.B.A. — 
The Rural and Villa Architecture of Italy, portraying the 
several very interesting examples in tt»at country, with Estimates 
and Specifications for the application of the same designs in Eng- 
land ; selected from buildings and scenes iu the viciuity of Rome 
and Floreuce, and arranged for Rural and Domestic Buildings gene- 
rally. 

Price, complete, £2 2s. In 4to. 

POLE, WILLIAM, M. Inst., C. E. — COR- 

*- NISH PUMPING ENGINE; designed and constructed at 
the Ha\l« Copper House in Cornwall, under the superintendence 
ol CAPTAIN JENKINS; erected and now on duty at the Coal 
Mines ot Languin, Department of the Loire Inferieur, Nantes. 
Nine elaborate Drawings, historically and scientifically described. 

With Plate. 10s. 6d. 

AN ANALYTICAL INVESTIGATION OF 
THE ACTION OF THE CORNISH PUMPING ENGINE. 
— This Third Part sold separately from nbove. 

28s. bound in 4to size. 

PORTFOLIO OF ENGINEERING ENGRAV- 

I NGi*.- Useful to Students as a Text Book, or a Drawing 
Book of Engineering and Mechanics; being a series of Practical 
Examples iu Civil, Hydraulic, aud Mechanical Engineering. Fifty 
Engravings to a scale for drawing. 

John Wealc, 59, High Holborn, London, W.C. 
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R. WEALE'S WORKS ON ARCHITEC- 
TURE, ENGINEERING, FINE ARTS, &c. 

50 Plntes, 28 boards. 

PORTFOLIO OF GREEK ARCHITECTURE. 

— Or, Dilettanti Drawing B *ok; Architectural Engravings, 
with descr ptlva Text. Being adapted as studies of the best 
Classic Models in the Grecian style of Architecture. 

50 I'lates, £1 8s . bound. 

PORTFOLIO OR DRAWING BOOK OF 

GOTHIC CHURCH ARCH IT EC TIT RE. —Of the periods 
of the Hih, 15th, and 16th centuries. Useful to Architects, 
Builders, and Students. 

2S Plates, folio. 25s. 

PORTFOLIO OF ARCHAEOLOGICAL COL- 

LECTIONS. — Of curious, interesting, and ornamental sub- 
jects and patterns fur stained glass windows, from York. 

18 Plates, 10s. 6d. Small folio. 

PORTFOLIO OF ANCIENT CAPITAL 
LETTERS, MONOGRAMS, QUAINT DESIGNS, &c. — 
Beautifully Coloured and Ornamented. 



i.jij i ihii-s, mini, mm- (jouil'i ill uiurwcn, vri j ueivi, . 

PUBLIC WORKS OF GREAT BR LI 

Consisting of Railways, Rails, Chairs, Blocks, 



153 Plates, folio, half-bound in morocco, very neat, £4 4s. 

BRITAIN. — 

Cuttings, 

Embankmentsr Tunuels, Oblique Arches, Viaducts, Bridges, Sta- 
tions, Locomotive Engines, &c. ; Cast-Iron Bridges, Iron and Gas 
Works, Canals, Lock-gates, Centering, Masonry and Brickwork 
for Canal Tunnels ; Canal Boats : the London and Liverpool 
Docks, Plans and Dimensions, D^ck gates, Walls, Quays, and 
their Masonfy; Mooring Chains ; Plan of the Harbour and Port 
of London, and other important Engineering Works, with Descrip- 
tions and Specifications. 

In two Parts. Imperial folio. 

PUBLIC WORKS OF THE UNITED STATES 

A OF AMERICA. 

And the text in an 8vo Volume, price together £2 6s, 

REPORTS, SPECIFICATIONS, AND ESTI- 
MATES OF PUBLIC WORKS OF THE UNITED 
STATES OF AMERICA; explanatory of the Atlas Folio of 
Detailed Engravings, elucidating practically these important En- 
gineering Works. The Plates are Engraved in the best style. 

Imperial 8vo, 50 Engravings, £1 5s. 

PAPERS AND PRACTICAL ILLUSTRA- 

■* TIONS OF PUBLIC WORKS OF RECENT CONSTRUC- 
TION — BOTH BRITISH AND AMERICAN. Supplementary to 
previous Publications, and containing all the details of the Niagara 
Suspension Bridge. 

Half-bound in morocco, finely coloured Plates, price £3 3s. 

T)AWLlNSON'S, ROBERT, C.E. — Designs for 

Factory, Furnace, and other Tall Chimney Shafts. Tall 
chimneys are necessary for purposes of Trade aud Manufactures. 
They are required for Factories, for Foundries, for Gas Works, for 
Chemical Works, for Baths and Wash-houses, and for many other 
purposes. 

Third Edition, in royal 8vo. boards, with 13 Charts, &c, 12s. 

REID, Major-General Sir W., F.R.S., &c. — AN 
ATTEMPT TO DEVELOP THE LAW OF STORMS 
by means of facts arranged according to place and time; and hence 
to polut out a cause for the variable winds, with a view to practical 
use in navigation. 

John Weale, 59, High Holborn, London, W.C. 
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R. WE ALE'S WORKS" ON ARCHITEO- 

TIKE, ENGINEERING, FINE ARTS, &c. 



Ia royal 8vo, uniform with the preceding, 9s., with Charts and 
Woodcuts. The work together in 2 vols., £1 Is. 

REID, Major-General Sir W., F.R.S., &c. — 
THE PROGRESS OF TIIE DEVELOPMENT OF THE 
LAW OF STORMS AND OF THE VARIABLE WINDS, with 
the practicable application of the Bubjcct to navigation. 

Illustrate! with 17 Plates, Third Edition, 8vo, cloth, 7s. 6.1. 

"piCHARDSON, C. J., Architect. — A Popular 

J-v Trca'ise on the Warming and Ventilation of Buildings; 
showilfc the advantage of the improved system of Heated Water 
Circulation. And a method to effect the combination of large and 
small pipes to the same apparatus, and ventilating buildings. 

Bound i • i 2 vols., very neat, half-morocco, gilt tops, piice £18. 

RENNIE'S, Sir JOHN, F.R.S., Work on 
the Theory, Formation, and Construction of British and 
Foreign Harbours, Docks, and Naval Arsenals. This great work 
may now be had complete, 20 parts and supplement, price £16. 

In 8vo, 2s. 

EEVY, J. L., C.E. — The Progressive Screw 
A3 A PrOPKLT.KR IH NAVIGATION. 

12mo, cloth boards, 3s. 6d. 

SI M M S, F. W. — Treatise on the principal 
Mathematical and Drawing Instruments employed by the 
Engtueer, Architect, and Surveyor; with a description of the Theo- 
dolite, together with Instructions in Field Works. 

4to, with tine Plates, a New Edition, extended, sswed, 5s. 

OMIT H, 0. H., Sculptor.— Report and Investiga- 

U tion into the Qualifications and Fitness of Stone for Building 
Purposes. 

Iu 1 vol. Svo, in boards, 7s. bd. 

SMITH'S, Colonel of the Madras Engineers, 
Observations on the Duties and Responsibilities Involved in 
the Management of Mines. 

Svo, cloth boards, with Iydex Map, 5s. 

OOPWITH, THOMAS, F.R.S. — THE 

& AWAIJD OF TIIE DEAN FOREST COMMISSIONERS 
AS TO THE COAL AND IRON MINES. 

16 large folio Plates, £l 4s. Separately, 2s. each. 

COPWITH, THOMAS, F.K.S. — SERIES 

OF ENGRAVED PLANS OF THE COAL AND IRON 



MINES. 



12 Plates, 4to, 6s. in a wrapper. 

OTAIRCASES, HANDRAILS, BALUSTRADES, 

*~> AND NEWELS OF THE ELIZABETHAN AGE, &c-.— 
Consisting of— 1. Staircase at Audley-end Old Manor House, 
Wilts; 2. Charlton House, Kent; 3. Great Ellingham Hall, Nor- 
folk; 4. Dorfold, Cheshire; 5. Charterhouse; 6. Oak Staircase at 
Clare Hail, Cambridge; 7. Cromwell Hall, Highgate; 8. Dit'o; 9. 
Catherine Hall, Camhridge; 10. Staircase by Inigo Jones at a 
house in Chaudos Street; 11. Ditto at East Sutton; 12. Ditto, ditto. 
Useful to those constructing edifices in the early English domestic 
style. 

Lar^e atlas folio Plates, price £2 2s. 

OTALKARTT, M., N.A.— Naval Architecture; 

U or, The Rudiments and Rules of Ship Building: exemplified 
In a Scries of Draughts and Plans. No text. 

. John Weale, 59, High Holboru, London, W.C. 



Digitized by Google 



M R 



28 

WEALE'S WORKS ON ARCHITEC- 

TURE, ENGINEERING, FINE ARTS, &c. 
With Illustrative Diagrams. In 8vo, 7a. 6d. 

QTEVENSON'S, THOMAS, C.E., of Edinburgh, 

& Description of the Different kinds of Lighthouse Apparatus. 

8vo, 2s. 6d. 

OTEVENSON, DAVID, C.E., of Edinburgh.— 

O Supplement to his Work on Tidal Rivers. 

Text in 4to t and large folio Atlas of 75 Plates, half-cloth boards, 

£2 12s. 6d. 

STEAM NAVIGATION. — Vessels of Irolt and 
Wood; the Steam Engine; and on Screw Propulsion. By 
WM. FAIRBAIRN, F.R.S., of Manchester; Messrs. FORRESTER, 
M.I. C.E., of Liverpool; JOHN LAIRD, M.I.C.E., of Birkenhead; 
OLIVER LANG, (late) of Woolwich; Messrs. SEAWARD, Lime- 
house, &c. &e. &c. Together with Results of Experiments on the 
Disturbance of the Compass in Iron-built Ships. By G. B. AIRY, 
M.A., Astronomer Royal. 

10s. 

CT. PAUL'S CATHEDRAL, LONDON, SEC- 

U TION OF. — The Original Splendid Engraving by J. 
GWYN, J. WALE, decorated agreeably to the original intention 
of Sir Christopher Wren ; a very liue large print, showing distinctly 
the construction of that magnificent edifice. 

Mze of Plate 4| f eet in height, 10s. 

CT. PAUL'S CATHEDRAL, LONDON, GREAT 

PLAN.— J. WALE and J. GWYN'S GREAT PLAN, 
accurately measured from the Building, with all the Dimensions 
figured and in detail, description of Compartments by engraved 
Writing. 

Secoud Edition, greatly enlarged, royal bvo, with Plates, cloth 

boards, price 16s. 

CTRENGTH OF MATERIALS.— FAIRBAIRN, 

& WILLIAM, C.E., F.R.S., and of the Legion of Honour of 
France. On the application of Cast and Wrought Iron to Building 
Purposes. 

With Plates and Diagrams. New Edition. The work complete 
in 2 vols., bound in 1 vol., price, in cloth boards, 16?. Tbe 
second portion of the work, containing Mr. Hodgkinson's Experi- 
mental Researches, may be had separatelv, price 9s. 

CTRENGTH OF MATERIALS. — HODGKIN- 

O SON, EATON, F.R.3.. AND THOMAS TREDGOLD, 
C.E. A PRACTICAL ESSAY ON THE STRENGTH OF CAST 
IRON AND OTHER METALS; intended for tbe assistance of 
engineers, ironmasters, millwrights, architects, founders, smiths 
and others engaged in the construction of machines, buildings, &c' 
By EATON HODGKINSON, F.R.S. 

To be published in 1861, in crown 8vo, bound for use. 

CTRENGTH OF MATERIALS.— POLE, WIL- 

O LIAM, C E.. F.R.S.— Tables and popular explanations of 
tbe Strength of Materials, of Wrought and Cast Iron with other 
metals, for structural purposes; developing in a systematic form, 
the strengths, bearings, weights, and forms of these materials, whe- 
ther used as girders or arches, for the construction of bridges and 
viaducts, public buildings, domestic mansions, private buildings,, 
columns or pillars, bressummiers for warehouses, shop3, working 
and manufacturing factories, &c. &c. &c. The whole lendered of 
easy reference f«>r aichitecfs, builders, civil and mechanical engi- 
neers, millwrights, iroufounders, &c. &c. &c, and forming Ready 
Reckoner or Calculator. 

John Weale, 69, High Holborn, London, W.C. 
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MR. WEALh'S WORKS ON ARCHITECT- 
TUKR. EN GI NEERING, FINE ART S , Ac. 

30 very elaborately drawn Engraving?. In Urge 4to, neatly half- 
bound ai d letefed. £l 1h. A few copies on large imperial size, 
extra half-binding. £l lis. 6d. 

TEMPLE CHURCH.— The Architectural History 

L and Architectural Ornaments, Embellishments, and Painted 
Glass, of the Temple Church, London. 

Fart I., with 2G Engravings on Wood and Copper, in cloth boards, 

4to 158. 

r THAMES TUNNEL.— A Memoir of the several 

*• Operationw and the Construction of the Thames Tunnel, from 
Taper* by the late Sir 1SAMBARD BKUNEL, F.R.S., Civil 
Engineer. 

Fourth Edition, with a Supplementary Addition, large 8vo, 12;*. 6d. 

THOMAS (LYNALL), F.R.S.L.— Rifled Ordnance. 

* —A Practicul Treatise on the Application of the Principle 
of the Rifle to Guns and Moitars of every calibre ; to which is 
added a New Theory of the Initial Action and Force of Fixed 
Gunpowder plates. 

lu 4to, complete, cloth, Vol. I., with Engravings, £1 10s.; Vol. II., 
ditto, £1 8s.; Vol. III., ditto, £2 12s. 6d. 

TRANSACTIONS OF THE INSTITUTION 

J- OF CIVIL ENGINEERS. 

8 vols., numerous Engravings of Sections of Coal Mines, &c, large 
folding Plates, several of which are coloured, in large 8vo, half- 
hound in calf, price £1 Is. per volume. 

TRANSACTIONS OF THE NORTH OF 

J- ENGLAND INSTITUTE OF MINING ENGINEERS. — 
Commencing in 1852, and cor.tiuued to 1860. 

A New Edition revised by the translator, and with additional Plates, 
in demy 12mo, India proof Plates and Vignettes, halfbonnd in 
morocco, gilt tops, price 12s. Only 25 printed on India paper. 

VITRUVIUS. — The Architecture of Marcus 
Vitruvius Pollio in 10 Books. Translated from the Latiu by 
JOSEPH G WILT, F.S.A., F.R.A.S. 

In 4fo, with Plates, 7s. 6d. 

WALKER'S, THOMAS, Architect. — Account 
of the Church at Stoke Golding. 

£1 10s. 

WEALE'S QUARTERLY PAPERS ON En- 
gineering. — Vol. VI. (Parts 11 and 12 completing 
the work.) Conipiiaing, "On the Principles of Water Power." 
Plated. Experiments on Locomotive Engines. Coloured Plates. 
On Naval Arsenals. On the Mode of Forming Foundation* under 
water and on bad ground. Plates. On the Improvement of the 
River Mtdway and of the Fort and Arsenal of Chatham. On the 
Improvement of Portsmouth Harbour. An Analysis of the Cornish 
Pumping. Plates. On Water Wheels. Plates. 

Text in 8vo. cloth boards, and Plates in atlas folio, in cloth, 16s. 

WHITE'S, THOMAS, N.A., Theory and Prac- 
tice of Ship Building. 

In 8vo. with a large Sectional Plate, Is. Gd. 

Wf HICHCORD, JOHN, Architect. — 

*V OBSERVATIONS ON KENTISH RAG STONE AS A 
BUILDING MATERIAL. 

John Wtale, 59, High Holbom, London, W.C. 
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WEALE'S WORKS ON ARCHITEC- 
TURE, ENGINEERING FINE ARTS, &c. 

4to, coloured Plates, in half-morocco, 7s 6d. 

WHICHCORD, JOHN, Architect. — HIS- 
TORY AND ANTIQUITIES OF THE COLLEGIATE 
CHURCH OF ALL SAINTS, MAIDSTONE. 

In 4 to, 6». 

WICKSTEED, THOMAS, C.E. — AN EXPE- 

Vf RI MENTAL INQUIRY CONCERNING THE RELA- 
TIVE POWER OF, AND USEFUL EFFECT PRODUCED 
BY, THE CORNISH AND BOULTON & WATT PUMPING 
ENGINES, and Cylindrical and Waggon-Head Boilers. 

In 8vo, Is. 

WICKSTEED, THOMAS, C.E. — FURTHER 
ELUCIDATION OF THE USEFUL EFFECTS OF 
CORNISH PUMPING ENGINES; showing the average work- 
ing for long periods, &c, &c, &c. 

£2 2s. 

WICKSTEED, THOMAS, C.E.— THE 
ELABORATELY ENGRAVED ILLUSTRATIONS OF 
THE CORNISH AND BOULTON & WATT ENGINES erected 
at the East London Water Works, Old Ford. Eight large atlas 
folio very fine line engravings hy GLADWIN, from elaborate 
drawings made expressly by Mr. W1CKSTKED; folio, together 
with a 4to explanation of the plates, containing an engraving, by 
LOWRY, of Harvey and West's patent pump-valve, with speci- 
fication. 

With numerous Woodcuts. 

WILLIAMS, C. WYE, Esq., M. Inst. C. E. — 
THE COMBUSTION OF COAL AND THE PREVEN- 
TION OF SMOKE, chemically and practically considered. 

Imperial 8vo, with a Portrait, 2-<. 6d. 

WILLIAMS, C. WYE, Esq, M. Inst. C. E. — 
PRIZE ESSAY ON THE PREVENTION OF THE 
SMOKE NUISANCE, with a fine portrait of the Author. 

With 3 Plates, containing 51 figures, 4tn, 5s. 

WILLIS, REV. PROFESSOR, M.A.— A 

system of Apparatus for tho use of Lecturers and Experi- 
menters in Mechanical Philosophy. 

In 4to, bound, with 26 large plates and 17 woodr.nt*, 12s. 

WILME'S MANUALS. — A MANUAL OF 
WRITING AND PRINTING CHARACTERS, both 
ancient and modern. 

Maps and Plans, in 4to, plates coloured, half- bound morocco, £2. 

"U/ILME'S MANUALS. — A HANDBOOK 

FOR MAPPING, ENGINEERING, AND ARC11ITEC- 
TURAL DRAWING. 

Three Vols., lar?e 8vo, £3. 

WOOLWICH. — COURSE OF MATHEMA- 
TICS. This course is essential to all Students destined 
for the Royal Military Academy at Woolwich. 

8vo, Is. 

ULE, MAJOR-GENERAL.— ON BREAK- 
waters AND BUOYS of VERTICAL FLOATS. 
John Weale, 59, High Uolborn, London, W.C. 
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FOREIGN WORKS, KEPT IN STOCK AS 
FOLLOWS:— 

Large folio, 32 plates, some coloured, and 12 woodcuts, 50 francs. 

£2 10s. 

ARCHITECTURE SUISSE. — Ou Choix de Mai- 

eons Rustiqnes des Alpes du Canton de Heme, par GKAF- 
FINRIED et STfJRLER, Architectes. Berne, 1844. 

Small folio, 52 most interesting and explanatory plates of Public 
Works, Bridges, Iron Works, &c, &c, &c, very neatly half- 
bound in morocco, £1 10.<. 

BAUERNFEIND, CARL MAX.— VORLEGE- 
BLAETTER ZUR BRLCKENBAU KUNDE. MUnchen. 

Large folio, 86 plates of Brzantin* 1 capitals, 12s. 

gYZANTINISCHE CAPITAELER. — MUnchen. 

Secoud edition, 126 plates, large folio, best Paris edition, 100 f., 
printed on fine paper, half-cloth boards, £4 4s. 

fi ALLIAT, VICTOR, ARCT. — Parallele des Mai- 

sons de Paris, constmiteB depuis 1830 jusqu'a nos jours. — 1857. 
Large folio, 60 franc*, 60 plates, and several vignettes, £2 8s. 

pANfiTO, F. — Sainte-Marie" d'Auch. Atlas Mono- 

^ graphique de Cette Cathea'rale. The Plates consist principally 
of ontline drawings of the Painted Glass Windows in this Cathe- 
dral. 

120 plates, elegant in half-morocco extra, interleaved, £5 15s. 6d. 

p ASTER MAN, A. — PAR ALfiLLE des MAI- 

^ SONS de ERUXELLES et des PRINCIPALES VILLES de 
la BELGIQUE, construites depnis 1830 jusqu'ti nos jours, repre 1 - 
sentes en plans, Elevations, coupes et details interieurs et exterieurs. 
—Paris. 

Small folio, 48 plates of edifi -es. £1 Is. 

DEGEN, L. — LES CONSTRUCTIONS EN 
BR1QUES, composes et publiees. 8 livraisons.-1858. 

Small folio, 48 plates of houses, parts of houses, details of all kinds 
of singularly beautiful woodwork, coloured plates in imitation of 
the objects given, £1 Is. 

DEGEN, L. — LES CONSTRUCTIONS ORNA- 
MENTALES EN BOIS, 8 livraisons. 

In 3 very large folio parts, 35 fine plates, £1 lis. 6d. 

GAERTNER, F. V.— The splendid works of M. 
GAERTNER of Munich, drawn to a very large size, con- 
sisting of the library in plans, elevations, interiors, details, and 
sections, and coloured ornaments. The church, with details, orna- 
ments, &c. — MUnchen. 

Small folio, 86 fine plates of the Architecture, ornament, and detail 
of the houses and churches of Germany during the middle age, 
very neatly half-bound in morocco, £2 12s. 6d. 

KALLENBACH, C. C— Chronologie der Deutsch- 
Mittelalterllchen Baukunst.— MUnchen. Fine Work. 

The works of the great master KLENZIE of Munich, in 5 parts 
very large folio, 50 plates of elevations, plans, sections, details 
and ornaments of his public and private buildtDgs executed in 
Munich and St. Petersburg, £2 2s. 

T7LENZE, LEO VON. — Sammlung Arthitec- 

tonisher Entwiirfe, fur die AusfUhrung bestimmt oder wirk- 
lich ausgefUhrt Published in Munich. 

John Weale, 59, High Hulborn, London, W.C. 



Digitized by Google 



32 



FOREIGN WORKS KEPT IN STOCK AS 

FOLLOWS : — 

Upwards ot 100 platan. Urge it>\ £2 12s. 6<l. 

13ETIT, VICTOR—CHATEAUX DE FRANCE. 

A Architecture Pittoresque, ou Monuments des quinzieme et 
seiz « eme sifters. Par i a . 

Livraisons 1 a 18, very finely executed plates, large imperial folio, 

pHATEAUX DE LA VALLfiE DE LA 

V LOIRE DES XV, XVI, ET COMMENCEMENT DU XVII 
^ECLE.— £aris, 1867—60. 

.to, 96 plates, 72f.; £2 10j. 

TJECUEIL DE SCULPTURES GOTHIQUE.— 

Deaain.es et grave eg k l'eau forte d'apres les plus beaux monu- 
ments oonstriiits en France depuis le onzeme jusqu'au quinzieme 
siecle, par ADAMS, Inspecteur des travaux de la Saiute Chapelle. 
Paris, 1856. 

4 parts a< e published, price 14s. 

T) AMf_E.— HISTOIRE Gf_Nf_RALE DE L'AR- 

J-*' CHITECTURE. L'His-o're g.merale de 1' Architecture, par 
DANIEL KAMEE, forme 2 voL grando in 8vo, publies eu 8 fas- 
cicule, . 

H voln., l*rge 8vo, numerous fine woodcuts, half morocco. 

17IOLET-LE-DUC. — DICTI ONN AIRE RAI- 

* SONNE, de 1' Architecture Francai.e du quinzieme au seizieme 
sU- de. Paris , 1854-8. 

2 vols., extra imperial folio, price £6 lGs. 6d. 

BAD I A D'ALTACOMBA.— Storia e Descrizione 
delta Antico Sepolchro del Heali di Savola, fondita da Amedio 
III, rinnovat a d a Cario Ftdlce e Maria Christin a. 

79 livraisons in large 4to, 200 engravings, £8 18s. fid. 

BELLE ARTI.— II Palazzo Ducale di Venezia, 
Illustrato da Fra nce sco Zanotto. Venezi*, 1846—1858. 

2 vols, large 4to, 62 very neatly engraved outline Plates, £1 5s. 

pANOVA.— Le Tombe ed i Monumenti Illustri 

v d'ltalia. Milano. 

2 vols. 4to, 67 elaborate P:aies. £1 16s. 

pAVALIERI SAN-BERTOLO (NICOLA).— 

V ISTITUZIONI DI ARCH1TETTURA STATICA E IDRAU- 
HCA. Mantov*. 

2 vols, imperial folio, in parts of eight divisions, «_c, New and much 
Improved Edition, comprising 259 Plates of the Public Buildings 
of Venice, plans, elevations, sections, and detnils, £8 18s. fid. 

p ICOGNARA (COUNT). — Le Fabbriche e i Monu- 

^ menti Cosplcul di Venezia, illustrati da L. Cicognara, da A. 
Diedo, e da G. A. Selva, edizione con copiose note ed ag^iunte dl 
Francesco Zanotto, arricchita di nuove tavole e delta Versione 
Francese. Venezia nello stab. naz. di G. Antonelli a spese degli 
edit. G. Antonelli e Luciano Basadonna, 1*53. The elaborately de- 
scriptive text is iu Fiench and Italian, beautifully printed. 

Copies eleKsntlv half-bound in morocco, extra gilt, library copy 
and in terleaved . £ 12 12s. Venez ; a, 1858. 

Folio, Portrait, and 147 Plates, consisting of subjects of public build- 
ings, executed at Verona, plans, elevations, sections, details, and 
ornaments, with some executed works at Venice. &c, £4 4s. 

"FABBRICHE.— CIVILI ECCLESIASTICHE 

E MI LIT A RI DI MICFIELE SAN MICHELE disegnate 
ed incise da RONZANI FRANCESCO e L. 
GIROLAMO. 

Jobn Weale, 59, High Holborn, London, W.C. 
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TTOR'EIGN W ORKS~ kEPT~IN^ST0ckTAS 

£ FOLLOWS . 

L*rge toho, c»niaiuii.g k prolusion of Plates of the palaces, theatres, 
hdtel de villes, and other public buildings in several parts of 
Italy. Elegantly half-bound in red morocco, extra gilt and inter- 
leaved, £6 6s. 

1? AB BKICHE.— E DTSEGNI D'ANTONIO 

J- DIEDO, NQBI LE V ENET O. Venezia. 

36 llvraisoiiH, price £12 J2s. 

rtALLERIA DI TORINO (LA REALE). — 

vJ Ulustrata da R. D'AZEG LIO, Memb. dell' Accad., Ac. &c. 

Copies, Indian proofs, £18 18s. 
%• Bound copies in elegant half-morocco binding, India prrof, £23 2s. 

2 vol*, folio, complete, 177 Hates ot outline elevations, plant, in 
tsriors, details. &c, first impression, 150 francs, half-bound. £6 6«. 

GAUTHIER, M.P., Architecte. — Les PLUS 
BEAUX EDIFICES de la VILLE de GENES et des ses 
ENVIRO NS. Paris. 1830-2. 

Folio, 109 Plates of plans, elevations, sections, and details, £2 8s. 

n RANDJEAN de MONTIGNY et A. FAMIN. 

— ARCHITECTURE TOSCANE, ou palais, maisons, et 
autres Iriitices, de la Toscane. Paris, 1815. 

Oblong folio, containing a profusion of picturesque views of palaces 
and pnblic buildings and scenes of Venice, executed in tinted 
lithography, with full descriptions attached to each. Elegant in 
half extra moreen, interleaved, £4 Us. 6o\ 

KIER, G.— VENEZIA MONUMENTALE PIT- 
TORE3CA. Venezia. 

Large folio, 61 hvraisons or 3 vols., with 3 vols, of text in 4to, ~ 

£18 l«s. 

TETAROUILLY; P.— Edifices de Rome Mo- 

derne. Paris, 1825-55. 

Fine Plates of the New Palace of Justice, Senate Hou->e, &c , plans, 
elevations, sections, doors, &c, details of the several parts, Ac, 

M £l I CHELA, IGNAZIO.— DESCRIZIONE e 
DISEGNI del PALAZZO dei MAGISTRATI SUPflEMI 
d i TORINO. Torino. 

Large folio, 94 Plates, bound in extra half-morocco, gilt and inter- 

leaved, price £6 10s. 

1>EYNAUD, L. — Trattato di Architettura, con- 

-1*' tenente nozoini gencrali Biti Principii della Construzione e 
sulla storia dell' Arti, con annot. per cura di Lorenzo Urbani. 
Venezia, 1 857. 

4 imperial bulky 8vo volumes, printed and publi-heii under autho- 
rity, and treats of the enrly foundation of Venice and estab- 
lishment as a kingdom, its wealth and commerce, and its once 
, great political position, with Plates, £3 3-t. 

yENEZIA.— E le sue Lagune. Venezia, 1847. 
VENEZIA — Copies elegantly bound and gilt, 

» £4 14s. 6d. Venezia, 1817. 



In 2 large folio volumes, numerously an<l elaborately drawn Plat**, 
very well executed in outline, altogether a very fine work. V* rv 
elegantly half-bound iu morocco, extra gilt and interleaved 
£12 12s. 




per la Clansi di Ornano— per le Classi di Architettura, figura ed 
Ornato. MiUno. 1825-29. 

John Weale, 59, High Holborn, London, Vf.C. 
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"FOREIGN WORKS, KEPT IN STOCK AS 

J- FOLLOWS ; — 

Atlas folio, very fine impressions, complete in 3 parts, Columbier 
folio, £3 13s. 6d Elegantly half bound in extra morocco and 
interleaved. £5 15s. 6d. 

ALBERTOLIjI, G. — Alcune Decorazioni di Nobili 
Sale ed Altri Ornamenti. Milano, 1787, 1824, 1S38. 

To be had separately, £1 8s. 

ALBERTOLLI, G.— Part III., very frequently 
required to make up sets. 

2 vols., folio, 80 Plates of the most exquisite kind in colours, far 
superior to any existing work of the present dny, £7 10s. 

HOFFMAN, ET KELLERHOVEN. — Recueil 
de Dessins relatifs a f Art de la Decoration chez tous les 
peuples et aux plus belles ^poques de leur civilisation, &c, des- 
tines a servir de motif* et de materiaux aux peintres, decorateurs, 
peintres sur verre, et aux dessinateurs de fabrlques. 

Price £1 Is. 

HOPE, ALEXANDER J. BERESFORD, Esq.— 
Abbildungen «ler Glasgemalde in der Salvator-Kirche zu 
Kilndown in der Graffschafc Kent. Copies of paintings on glass in 
Christ Church, Kiludown, in the county of Kent, executed in the 
Royal Establishment for Painting on Glass, Munich, by order of 
ALEXANDER J. BERESFORD HOPE, Esq., published by F. 
Eggert, Painter on Glass, MUochen. The work contains one sheet 
with the dedication to A. J. B. HOPE, Esq., and fourteen windows; 
in the whole fifteen, beautifully engraved and carefully coloured. 

In large folio, 80 Plates, containing a profusion of rich Italian and 
othf r ornaments. Elegant in half-morocco, gilt, and interleaved, 
£6 6s. 

JULIENNE, E. — Industria Artistica o Raccolto 
dl Composition! e Decorazioni Ornamentali, come auppeller- 
tili. tappezzeri«. armature, cristalli, softitti,cornici,lampade, bronzi, 
ec. Venezia, 1851-1858. 

Prix 50f., in folio, £3. 

IE P AUTRE— Collection des plus belles Cora- 
J positions, gravees par DE CLOUX, Archte. L'Ouvrage con- 
tient cent planches. Paris. 

This unique collection Is in 2 Vols. 4to, had its commencement in 
1812, and contnins upwards of 500 rich Designs. Price £5 6s. 

TUETIVIER, MONS., Architecte.— The original 

jSUL Sketches, Drawings, and Tracings, in pencil and pen and 
ink, of executed Works and Proposals, displaying the genius of 
Mons. Metivier, as «n architect of high attainments, whoso recent 
death was much regretted in Bavaria. He was a native of France, 
and was induced to settle in Munich by the late Duke of Leuchten- 
berg, under whose patronage he was much employed in the con- 
struction of private edifices for the Bavarian nobility and gentry; 
and for decoration and fittings of them ; his interiors are still much 
in admiration. Die built a mansion for Prince Charles, in a most 
simple and elegant style (in Brienner Street), which is still now 
considered one of the purest buildings of Munich. The above 
Sketches are his professional life and practice. 

Twelve Parts, in small oblmg 4to, 60 coloured Plates of 90 elabo- 
rated coloured and gilt ornaments. £1 Is. 



nRNAMENTENBUCH.— Farbige Veizierungen 

^ fUr Fabrikanten, Zimmermaler und andere Baugewerke. 
MUnchen. 

John Weale, 59, High Holborn, London, W.C. 
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"FOREIGN WORKS, KEPT IN STOCK AS 

A FOLLOWS ; — 

410 Plates, in two thick large 4to. Vols., designed and engraved by 
MM. Reister Arget, d'Hautel, de Wailly, Wagner, L. Feuch€re 
et Hornier, &c. £6 5s. 

TENEMENT S. — Tir6s ou imit& des Quatre 

^ Ecoles. Paris. 

Six Parts, large folio, Plates beautifully coloured, in fac similes 
of the Interiors, Ornaments, Compartments, Ceilings, &c. 
£2 12s. 6d. Also, elegantly half-bound in morocco gilt, £4 4s. 

ROTTMANN, L. — Ornaraeute aus den vorziig- 
lichsten Bauwetken Miinchens. MUnchen. 

Very elegant, in half red morocco, gilt, and interleaved, £7 175. 6d. 

ZANETTI, G. — STUDII ARCHITETTONICO 
ORNAMENTALI, dedicati all* J. R. Accademia Veneta delle 
Belle Arti, second a edizione con agguinte del Prof. L. URBANI. 
66 livraisons, in imperial folio, about 200 of most elaborately de- 
signed subjects of Architecture and Interior Fittings, Designs for 
Chimney Pieces, Iron Work for Interiors and Exteriors, Gates and 
Wooden Gates, Garden Decorations, &c, &c, including the Ap- 
pendices. Venezia. 



A Catalogue, of 40 pages, to be had 
gratis; printed in demy 8vo. 

Export Orders executed either for Prin- 
cipals abroad, or Merchants at home. 
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In Atlas of Plates and Text, \2mo, price 25s. together, 

IRON SHIP BUILDING. 



PRACTICAL, ILLUSTRATIONS. 

BY 

JOHN GEANTHAM, N.A. 



DESCRIPTION OF PLATES. 



1. Hollow and Bar Keels, Sum and 

Stern Posts. 

2. Side Frames, Floorings, and Bilge 

Pieces. 

3. Floorings continued — Keelsons, 

Deck Beams, Gunwales, and 
Stringers. 

4. Gunwales continued — Lower 

Decks, and Orlop Beams. 

5. Angle-Iron, T Iron, Z Iron, Bulb 

Iron, as rolled for Iron Ship- 
Building. 

6. Rivets, Bhown In section, natural 

size, Flush and Lapped Joints, 
with Single and Double Ri- 
veting. 

7. Plating, three plans, Bulkheads, 

and modes of securing them. 

8. Iron Masts, with Longitudinal and 

Transverse Sections. 

9. Sliding Keel, Water Ballast, 

Moulding the Frames in Iron 
Ship-building, Levelling Plates. 

10. Longitudinal Section, and Half- 

breadth Deck Plans of large 
Vessels, on a reduced scale. 

11. Midship 8ections of Three Vessels 

of different sizes. 

12. Large Vessel, showing details.— 

Fore End in Section, and End 
View, wilh Stern Post, Crutches, 
Deck Team*, &c. 



13. Large Vessel, showing details. — 

After End in section, with End 
View, Stern Frame for Screw, 
and Rudder. 

14. Large Vessel, showing details. ~ 

Jlidship Section, Half breadth. 

15. Machinct for Punching and Shear- 

ing Plates and Angle-Iron, and 
for Bending Plates ; Rivet 
Hearth. 

16. Machines. — Garforth's Riveting 

Machine, Drilling and Counter 
Sinking Machine. 

17. Air Furnace for Heating Plates and 

Angle-Iron; various Tools used 
in Riveting and Plating. 

18. Gunwale, Keel, and Flooring; 

Plan far Sheathing Iron Ships 
with Copper. 

19. Illustrations of the Magnetic Con- 

dition of various Iron Ships. 

20. Gray's Floating Compass and Bin- 

nacle, with Adjusting Magnets. 

21. Corroded Iron Bolt in Frame of 

Wooden Ship; Caulking Joints 
of Plates. 

22. Great Eastern — Longitudinal Sec- 

tions and Half-breadth Plans. 

23. Great Eastern— -Midship Section, 

with details. 

24. Great Eastern— Section in Engine 

Room, and Paddle Boxes. 



This Work may le had of Messrs. Locew. od & Co., No. 7, Stationers' 
Ilall Court, and also of Mr. Whale ; either the Atlas separately 
for 11. 2s. Gd. f or together with the Text price as above stated. 

Bradbury and Erans, Printers, WhttuMars. 



Digitized by Google 



Digitized by Google 



« 



< 



■ 



Digitized by Google^, 



Digitized by Google 



